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1 FROST-PROOF CLOSETS 


Profile 


FOR THE PLUMBER 

















Mgnendabe 


FOR THE CUSTOMER 
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Tie VQGEL line of Frost-Proof Closets has a double ad- 

vantage for the plumber. Profitable to install, with freedom 
from servicing call-backs, they operate under the severest 
conditions, seldom requiring adjustment and repair. 


Trouble-free, dependable operation on a minimum of water 
requirements means satisfied customers —and satisfied cus- 
tomers are always one of the plumber's most valuable assets. 


The VQGEL line of Frost-Proof Closets is a complete and 
| : profitable line to handle. Made in types designed to meet all 
Vogel No. 1 Many thousands in use in e,° ° ° 

all parts of the country. Cannot freeze, conditions and in every price range. 


no matter how cold the weather. 














Sold only through wholesalers of plumbing supplies 
JOSEPH A. VOGEL COMPANY, Wilmington, Delaware 
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Vogel No. 4—Frost-Proof. China bowl, top Vogel No. 15—Frost-Proof Closet, with over- Vogel No. 2 — Frost- Proof Closet. A 
supply. Same valve os the Vogel No. 1. As top flush, Vogel Patented Vacuum Brecker durable, low-priced outfit. Supplied with 
and Ball Check Waste. Can be furnished with enameled rim hopper and reinforced 


- i t t. 
geedtecting os o Sativeem Sess either enameled iron or vitreous china bowl. hardwood sect. 


VOGEL Frost-Proof Products 
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our oyster 


you sell. . 


The seat that everybody wants and can now afford— 
that’s Stasco Wizard Pearl. You'll find it easy to sell 
this beautiful seat, which has long been associated in the 
public mind with high price, because Stasco Wizard 
Pearl now costs no more than any good, white seat! 

Wherever the quality appeal is to be added to white 
fixtures, Stasco Wizard Pearl is the first choice for 
beauty and economy. 

Send for a Color Scale and sell 
this seat with its one-piece molded 
seamless core; in six colors that are 
long-wearing and fast. In spite of 
its low price, it carries your full 
margin of profit. 


Molded under hydraulic pressure this one-piece 
core is warp-proof with no joints to come apart. 


sairuw? 


snes opener SR se ae ee —— 
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At the Worlds Fair 


® See the ‘““Hand of Comfort’ 





& See the ‘““Wall of Protection” 
e See the “Hall of Manufacturers’’ 


@ See the White Room” THE HAND OF COMFORT AND THE WALL OF PROTECTION 


then you will see why Anthracite IS the  cite’s 7 star advantages for home heating. 


fuel of tomorrow for the home of today See why modern equipment more than 


ever makes Anthracite the safe, convenient, 


(>= of che matt eanique ‘claptaye a dependable fuel, with utmost economy, 
The New York World’s Fair is the 


Exhibit of Pennsylvania Anthracite in The 


for the home of today or “the world of 


tomorrow.” Anthracite Industries, Inc., 


Home Building Center. It is as modern as Chrysler Building, New York, N. Y. 
tomorrow and rightly so, for Anthracite is 


the most modern of all home heating fuels. 


In this impressive Exhibit, new materials, aot 
new ways of lighting, of display—tell a most aumon ~~ NTHRACTTE 
interesting and convincing story of Anthra- THE a a "7 st. el FUEL 





THE HALL OF MANUFACTURERS THE WHITE ROOM 
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GOULDS 
DISTRIBUTORS! § 


oe 


JOY, HEALTH 
awl a 


BETTER LIVING | Ya 
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Goulds CID Water Supply 


System for shallow wells. 


VERY Goulds Distributor has the unmatched advantage 
of being able to show farmers how to get the most running 
water per dollar. Goulds CID Water Systems, by modern {* 
engineering, provide a system adequate to provide ample 
water supply for present and future needs at prices that 


formerly provided only a start. Write for the facts and 








see for yourself the advantages enjoyed by Goulds Dis- 


tributors everywhere. 





GOULDS PUMPS, INC., 200 FALL ST., SENECA FALLS, N. Y 











... HERE'S HOW WERE 


HOW YOU CAN CASH IN 


Ask your wholesaler for free, lively, 
attractive folders on the two AMER- 
ICAN HOME-advertised products, 
showerhead #1466, tank cover #5006 
(or5000). Give folders to your cus- 
tomers. Turn the interest already 
aroused by advertising into a profitable 
sale. 

















REPLACES OLD TANH COVER 


20% X B+ 23% X 8%" 


iv i 
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af fet iy. 
Beery SHELF 

















Stock and display several tank covers. 
Your wholesaler has a few electric 
flashing window signs on the tank 
covers, for his good customers. 


— °° ° | 

caus 4 a Write us and find out in how many 
vy WAltR OSES! , os Ay homes in YOUR town AMERICAN 
thers HOME is working for you. You'll be 
surprised at the large percentage of 
people who are reading these Scovill 
ads. (See random examples alongside 
this paragraph.) There are still more 
AMERICAN HOME readers who trade 
in those cities, but live outside city 
limits. In each case, these people are 
among the best prospects in the city 





Stock and push the complete Scovill 
and M-VB lines of bathroom and 
kitchen brass plumbing goods. The 
Scovill name is becoming better known, 
accepted as a quality leader, easier to 
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SCOVILL MANUFACTURING COMPANY! 


Morency-Van Buren Division — Sturgis, Michigan — Waterville Division, Waterville, Connecticv! 











AKING YOUR SELLING | 
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ASIER... SS 


his year, Scovill has been helping plumbers sell 
b 1,500,000 homes where AMERICAN HOME 
p read. This magazine’s audience consists of 
























FOOLPROOF 
SH 


Only 2 Valves, 











. pple who are especially good prospects for 



















ou and Scovill. They’re enthusiastic about ideas _ aa No Springs, No Packing 
q . . . . . : e e la: 
f improving their homes — are building new tubapuined simprreree of 
4 ° + : e Ower : y in 
ymes in many cases. That’s why they buy the Sat to install . ination . 
; ™ na 








bagazine. 

| "S$ PROO $ EASI 

~ HERE F THAT IT 1S EASIER 

o far, three Scovill ads have gone into these shower, matt? on ane 

sane 9 R0e ; uto has 

llion and a half homes. And already we've : Omer neat spout sal 

8 § en 

ten overwhelming proof that the advertising free descripriy, off. Send for 
J 1358.7, € leaflet. No. 


yorks, and makes sales. In the first ten weeks 









ter the first ad we made 274% as many tank 
meer sales to wholesalers, as in the ten weeks 
receding the ad. 

|Every woman who sends in an inquiry from 
he advertising is sent a folder, to bring her 
loser to the point of buying. Her inquiry is 
tferred to your wholesaler — and to you. 






















Alternating with the tank cover ads, we're 


NO gap, kee ' rt Ice, ev. 7 
turin h head 1466 hich ~~ FLIG, Ideal Chain from « & type of ch 
2 g showerhead #1466, which cuts al for small fn, S!PPing off rai” 
‘at " . der 


° — OT1@s. (- o. ae 
wn water-heating costs for showerbaths | OSts little. 


y 30%. We're pushing these two products 
create a wider acquaintance with the 
ovill mame as a sign of quality and 
cial advantages. Thus our advertising 

lakes it easier for you to sell the whole 
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ROTECTED 
CUSTOMER 
freque S Carefully ‘the ae cutting and 
; ne li boratory test 4 alloying of cach prone 
ri 7 s ‘Oppe eee ! atch, 
I n coils, hard temp = eo Service 
Straighy 


“9 1. Pipe: yY C 
ae : ell é 
1 Heavy wall thickneet "> Red Brass 


UBING, QUALITY.p 





ovill line at a very nice profit. 


PIPE aT 
FOR yoy 














eWE SELL ONLY 
TO QUALIFIED 
PLUMBING WHOLESALERS 


Saves you time in selling ,.. time in installing eee 


$s, 
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METALLURGICAL GUARDSMEN 


BETHLEHEM PIPE 


Here's a picture of a metallurgical guards- 
man at work. His uniform is a pair of overalls, 
his badge of authority a thread gage. 

This man helps control the future of Beth- 
lehem Pipe. To pass his bench all pipe 
threads must be of correct taper size and 
pitch. The pipe itself must be clean, straight, 
free from blemishes or weak seams; in short, 
perfect pipe. 

Nor does the thread table inspector stand 





alone. We've stationed other metallurgical 
guardsmen at key positions in the path 
of production. They control Bethlehem 
Pipe from ore pile to shipping floor. Their 
authority is unquestioned. Their decisions 
are final. 

Result: Every length of Bethlehem Pipe 
is absolutely sound, accurately threaded— 
the kind of pipe that insures snug, tight joints 
on any job. 


Buy Bethlehem Pipe Through Your Distributor 


BETHLEHEM STEEL COMPANY 
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SELL SLOAN THIS SUMMER 


There is new business and new profits to be made 


in Sloan parts and equipment this summer. lea- 








turing and selling the new orange and black Sloan 
cartons will, in ‘tself, turn sales of single units to 
bulk sales. But start a campaign now in your 
hotels, apartments, schools and hospitals for Sloan 
vacuum-breaker installations. There is a lot of 
talk, right now, about back-syphonage—and you 
can turn that talk ‘nto money by selling and in- 
stalling Sloan + acuum-breakers—the only vacuum- 
breaker approved by the National Testing Laboratory 


of the N.A.M.P. 


ae 
\F) ~} sH-H-H—the big opportunity for profitable 
2 sales lies “n the new Sloan Quiet- Flush equip- 


ment. Here 1s a sale that totals several 
dollars—and an installation so satisfactory In per- 
formance that repeat sales come automatically. 
For every Sloan Quiet-Flush you ‘nstall, several 
more will be demanded. 

Send today for the new Sloan literature which 





will help you make more profit this summer. 


Sold through recognized plu mbing supply houses exclusively 





SLOAN VALVE COMPANY ° CHICAGO 


4300 WEST LAKE STREET 
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TOP: **Vulean Superior’ Tong 
removing a hard-to-grip, 4” 
bevelled “*bull plug” in an oil 
refinery. 

AT LEFT: The same “Vulcan 
Superior’ Tong grips easily 
and securely 3/4” pipe. 





: 


Z 


a “6 
e With a *“*Vulean Superior” Tong you are ready for just a Ris 


about anything in the way of pipe work. Pipe or fittings... P / 
this Tong handles either without changing a single part. | 


The "VV" recess in the **Vulean Superior” jaw accounts 
for its sure grip on fittings and other odd shapes. And these 
jaws, you know, are reversible. When one set of teeth shows 
wear you simply remove the through-bolt, reverse them. 
and start over with the equivalent of a new tool. 


*Vulean Superior’’ Tongs are made in 7 sizes, with 
either Flat Link or Cable Chain, for pipe and fittings, 1/8 
to 12"; fully guaranteed, with Flat Chains proof-tested. 


Sold by Mill Supply and Plurnbing Distributors Everywhere 


ELL el RR A I LTR a ee a te eee 


J. H. WILLIAMS & CO. ae OC esi’ S Bae oe eee Baas LAFAYETTE ST., NEW YORK 
pera | TOOL HOLDERS LATHE DOGS “C” CLAMPS PIPE VISES PIPE TONGS THUMB NUTS & HOIST HOOKS EYE BOLTS 
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// \t's tops. Quiet, smooth action with a vigorous, cleansing rim flush. 
It's a siphon jet with concealed twin priming jets — one-piece, free- 
standing for easier installation, plus an elongated bowl for hygiene and 


@ More and more buyers are choosing from K of K's com- 
plete line of closets. The Placid is only one; below are 
four more. Kohler's new K-39 Catalog shows others for 
offices, schools, factories, public buildings. 

@ K of K closets resist back siphonage because (1) tank 


is above rim of bowl, (2) float valve is anti-siphon. 





THE DE LUXE closet in the 
close-coupled line is the free- 
standing CHANNEL. Con- 
cealed twin priming jets. Rim 
INTEGRA. Regular bowl. Deeply flush thoroughly cleans bowl. 


ONE-PIECE for cleanliness and 
compactness, and free-standing 
for easy installation, are two 
important features of the 


recessed tank—shelf cover. Elongated bow!: siphon jet. 


KOHLER 


PLANNED 











extra comfort. Recessed tank with flat shelf cover. New styling of bowl. // 


O F 
PLUMBING 


DOMESTIC ENGINEERING l. 


“A really fine closet—aquiet 
YOU want 
K Placid” 


— good-looking ? 


the new K of 
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@ Be ready to show your customers a comprehensive 
selection. Then cash-in on the smooth, quiet action. . 

long life and assurance of lasting plumbing efficiency. 
@ Kohler products are sold to Master Plumbers through 
wholesalers. Write today for full information. Kohler Co. 


Founded 1873. Kohler, Wisconsin. 


FOR QUICK SALES IN EVERY PRICE RANGE 





A BIG VALUE for ‘low-cost 


EITHER elongated or regular 


bow! is available in the close buyers. The free-standing, close- 

coupled free-standing BOLTON coupled WELLWORTH. A 

As in most K of K closets, bow! compact space-saver. Anti-float 

can be drained to prevent freez valve optional. Regular bowl. 
ing. Reverse tran. Raverta trac 


KOHLER 


AND HEATING 
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CONTENTS—Packaged “Roughing-In” Assort- 
ment Zurn Tested Building Drainage Products 


1 Floor Drain 4 45° Drain- Flange Cov- 
3 Clecnouts age Ells er & Gasket 
1ClosetBend 3 90° Drain- IRange Boiler 
4 90° Drain- age TY's Stand—T type 

age Ells 1 Both Trap’ 1 Closet Flange 








he Package instead of the piece” 





This New Packaged "'Roughing-In" Assortment of Zurn Tested 
Building Drainage Products is a "natural" for you—a made- 
to-order convenience that puts money in your pocket by 
reducing waste. From ordering to installation ete save 
money ... minutes... needless steps and grief all along the 
line. One order takes care of the whole job... no back track- 
ing to the shop for "forgotten pieces." One handling replaces 
the old piece-by-piece handling. 


Journeymen like this new setup .. . complete nar re- 
quirements for a single dwelling in a handy sturdy package 
all ready to take to the job. No time is lost picking up 
one piece after another or waiting for delivery, nor tempers 





{AINAGE PRODUCTS > ROOF TO BASEMENT 


EAS Of Zurn 
I Setlheas = } AN E— fF); _. " Penny Tes 
handling, Stefy/ Piece-by. prot’ 4 Protects 
ce D IT 
2 oo Nomic dust and dirt. 
Uts dow SA 
: 5 pi _— TIME © 
E 






J. A. ZURN MANUFACTURING COMPANY « Sales Office and Factory * Erie, Pennsylvania 











Ms— Free from 


Easier and more economical to handle 
in the shop and on the job —the 
Packaged ‘‘Roughing-!n’’ Assortment of 
Zurn Tested Building Drainage Products 
is a “sure-fire’’ way to eliminate 
tedious, time-wasting piece -by-piece 
handling that cuts into your profits. 





The Packaged “Roughing-In Assortment of Zurn Tested Building Drainage 
Products Doesn’t Cost You a Penny More — 


tried in tracking down lost and scattered pieces...or in end- 
less fussing with damaged parts to make them useable again. 


This packaged assortment is primarily intended for a single 
residence in outiying sections of large centers and the less 
populous cities. 


Any way you look at it, you'll be ahead of the job with the 
Packaged '’Roughing-In"’ Assortment of Zurn Tested Building 
Drainage Products ... you'll do better and your journeymen 
will ale better time on the job when you ''Buy By The Pack. 
age Instead Of The Piece." Order The Packaged ‘‘Roughing- 
In" Assortment of Zurn Tested Building Drainage Products for 
a single dwelling—apartment or house—from your wholesaler. 
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CLEAN PIPE seis 1 


reduce piping troubles and complaints 


@ Fretz-Moon Pipe is clean pipe—as clean inside as outside. Through the 

method by which it is made —the patented “continuous process” — both 
sides of the skelp are protected against contamination during heating. Never 
will you find foreign matter — nor burrs — inside this modern pipe. 

Scale formed during heating is thoroughly removed. None remains to 
clog valves and instruments, to invite corrosion and eventually result in rusty 
water and clogged pipes. 

You can install Fretz-Moon Pipe with full confidence that it will remain 
trouble-free for years —that it will provide satisfactory low-cost service for 


your customers. 
Ask your jobber for Fretz-Moon Pipe. 


Sunelientucteend wills tanks of he It comes in uniform 20-foot or extra long 
scale. Water under pressure washes it lengths, in steel or copper-bearing steel, 
wee black or galvanized. If he doesn’t stock 

it, write us. Fretz-Moon Tube Co., Inc., 


Butler, Pa. 
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Toy FRETZ-MOON PIPE 


AND KNOW THE DIFFERENCE 








CULTIVATE THE FORGOTTEN MARKET ~ 
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‘AUTOMATIL COM 





ENN | 
ECTMIC SWITCH CO 
;HEN. IND. 
PENN 


yep 
fr yy. 


WITOMATIC 
wORT ZONE CONTROL | 
ae 





iN More than 3 out of 4 centrally heated 
homes still have hand-fired heating 
plants. Draftender automatically regu- 
lates the drafts on any hand-fired plant. 
—warm air, steam, hot water. 


* 
~~ 


Y. ~ 


Be Soy Pe ‘ 
Bs us | ‘ ~~ ow? : 
DR A FTE. , 
4 ad . 7 
e 4 » P 








POECi®, = SUIt baw, | 
BEQULA. . Popuraniy © 
PRICED *“¥v * = ' “tg 

TRADE Dis.ouwrs . | 


OE is oa 
ks oe be etn: 


POWERFUL 


SALES CAMPAIGN ON 


| DRAFIENDER 


KYROCKET your draft motor sales. Campaign 

includes dramatic action-demonstration selling 
kit—carry it with you—sell anywhere... Draften- 
der motion display for use in your window or in- 
side the store .. . Convincing 8-page combination 
selling manual and window streamer... Supply of 
illustrated folders in color, telling Draftender’s com- 
plete story to your customers... Newspaper mats 
for your local advertising ... Double postal cards 
for direct mail drives. 
Comprehensive. Gets business right now. Builds fu- 
ture business for the heating trade. Ask about Penn's 
Profit Promotion on Draftender. Mail coupon now. 


PENN ELECTRIC SWITCH CO., Goshen, Ind. 


Branches in principal cities. In Canada: 
Powerlite Devices Lid., Penn Electric Switch Division. Toronto. Ont. 


‘a. DEPT. *’ at Penn 4 


; " . . . 1100 abot 
_ ° : sd Free rma 
PENN FLECI <0 te obligation pleen bar a Campaig. 
i Gentlemen } ¥ sd the DRAFI ENI rf lobbet } De alef 
Fi DRAFTENDER at _ Manufacturer 
lama } 4 


a Firm Name 


individual 


Street 
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The No. 386 Stoker Timer 
with Safety Switch—line 
voltage type. In those lo- 
calities where the instal- 
lation cost of a 110-volt 
Thermostat is about the 
same as for low voltage 
wiring, No. 386 saves you 
the cost of relay, trans- 
fcrmer and separate safety 
switch. 


No. 387 Time Relay with Day. 
Night Thermostat Switch. Com- 
bines all features and facili- 
ties of ““Genuine Detroit”’ 
Timers, together with a switch 
mechanism for day and night thermostat con- 
trol. Saves the cost of a separate night and 
day time switch and simplifies installation. 


For further details write for Bulletin No. 94. 























No. 450 Model BA-1 Pressure Limit or Oper- 
ating Control, range 0 to 10 Ibs. Model 
BC-1 Vapor Control has range 0 to 3 Ibs. 
All metal construction—improved adijust- 
ments. Write for Bulletin No. 183. 
















No. 211 Day and Night Thermostat. 

Is sensitive, accurate and reliable. Lace iy 
Furnished with or without compen- nie 
sator (pre-heater). Also 

available in standard 

single range type. ae 
For complete information c 
write for Bulletin No. 86. 
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who want 


TO DEALERS 


reater Sales 














CGmbushoneor 


HAS EVERYTHING 





® Designed tosell—theImper- 
ial Model Combustioneer has 
new beauty in its trim, grace- 
ful lines. More than that... 
new features. There’s extra 
foot room at the front of the 
hopper which adds to the ease 
of filling. There’s a new access 
plate which is removed by a 
simple twist of the wrist. 

® OnlyCombustioneer dealers 
can demonstrate the Auto- 
matic Respirator—the great- 
est single selling feature in 
the industry. 

® Only Combustioneer dealers 
have the selling advantages 
provided by the Breathing 
Fuel Bed and the Patented 
Transmission which mean 
more heat at lower cost. 

® Combustioneer dealers can 
defy competition with the 
proven, outstanding, pre- 
cision-built quality of a 
Pioneer in the business. 

® Combustioneer dealers have 
the advantages of a Price 
Leader and a line that helps 
them ‘‘step-up’’ their sales. 


THE BIG 


Mail the coupon today and we will send 
you all the facts about the new Imperial 
Model Combustioneer. Then compare 
Combustioneer with other automatic 
coal burners. You'll see for yourself why 
Combustioneer is easier to sell. With 








VALUE OF THE INDUSTRY 


Combustioneer you can offer your pros- 
pects the Big Value in Automatic Coal 
Heat. Eye Appeal. .. Exclusive Features 
... Precision-built Quality... Ad- 
vanced Heating Efficiency ...a coal 
burner built to give greater satisfaction 
and longer service. 


NEW PROFIT PLAN 


Today, Combustioneer offers dealers a 
new Package Price with controls, and 
a proposition that is built for dealer 
profit. 


LOCALIZED SELLING PLAN 


Today, Combustioneer offers dealers a 
complete new set of localized selling 
helps and a local advertising plan that 
will work for you in your territory. 








AUTOMATIC COAL BURNER 





ir 


City 


Name 


MAIL THIS TODAY 


COMBUSTIONEER DIVISION, The Steel Products 
Engineering Co., 102 Dakota Ave.. 
Springfield, Ohio. 


Send your new proposition to: 










Address 


State 
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Best Sei 


IN THE SMALL . ere 
HOME MARKET 








THE DEMING MARVELETTE 


SHALLOW WELL WATER SYSTEM 








Biggest market for water systems are small FEATURES OF THE DEMING “MARVELETTE” 
homes. In 1938, 89.8% of government in- (Compare with any other shallow well system in the same price class) 
sured homes cost less than $8000 with 60% 1. Capacity: 250 gals. per hr. 5. Repulsion-Induction Motor. 
of these costing between $3000 and $6000. 2. Automatic Oil Lubrication. 6. Full Cushioned Power. 
Incomes af moet “small — fomniiten”* 3. Heavy Galvanized Steel Tank. 7. Stainless Steel Piston Rod. 
4. Patented Splash Shield. 8. Heavy Construction. 
DEMAND most value per dollar invested in 
a water system. Send NOW for the new portfolio “How 
The Deming “MARVELETTE” Water You Can Sell More DEMING WATER SYS- 
System is engineered with features of con- TEMS IN 1939’’. This ‘‘sales-booster’”’ ties-in 
struction and operation that assure a with the business building program of the 
dependable supply of running water at a ELECTRIC WATER SYSTEMS COUNCIL. 
minimum cost per gallon. Write for your copy NOW! 


rH#e DEMING co. 


PALEmMmM® OHIO 


Buy Through Your Deming Distributor 
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W..en you've got a tough iob 
to do, you put a Ford on it. Natu- 
rally. You need Ford stamina and 
strength. You like the smooth power 
output of Ford V-8 engines. And 
now, teamed with the ruggedness 
of Ford chassis, is the extra power of 
the new 95-hp. V-8 engine available 
in all Regular and C. O. E. Trucks. 
10 more horsepower and 13.3% 


more torque than the “85” mean 





more speed when you need it, and 





















more pulling ability when your 
loads call for it. 
© Best of all, it’s already proved it- 


self an economical engine. With its 





ability to get a job done in short 
order, it makes money. And it saves 
money because it really is easy on 


gas and oil. 


@® See your Ford dealer about an 
“on-the-job” test. You can try be- 
fore you buy, without obligation or 


expense. 
« 2 a 

Ford Motor Company °¢ Builders of Ford 

V-8 and Mercury Cars, Ford Trucks, 

Commercial Cars, Station Wagons and 


Transit Buses 





CHECK YOUR TRUCK AGAINST THESE QUALITY FORD FEATURES! 


V-8 ENGINES—95 (available in all Regular and speeds reduce friction. save power. Oil-hard- These features increase dependability and long 

C. O. E. Trucks), 85, 60 hp.—Smooth, depend- ened chromium-steel gears for long service. service, reduce up-keep expense. 

able, low-cost power. Quality materials and 

precision workmanship for efficient operation FULL TORQUE-TUBE DRIVE—Springs relieved of "'G, POWERFUL HYDRAULIC BRAKES — Equal- 

and long life. driving and braking stresses provide better ized braking action for straight stops. Big 

- cushioning of truck and its load. Shackle-bolt brake-drum diameters and large lining areas 

SEMI-CENTRIFUGAL CLUTCHES—Non-tiring ang , lif d for long brake life and low-cost maintenance. 

pedal action. Centrifugal force provides tre- a ~ ‘ . 

og pw yor et aqpeety. Sp-aeep RUGGED REAR AXLES—Driving pinion is strad- In every detail, the quality of all Ford cabs and 
dle-mounted to maintain gear-tooth alignment. bodies matches the high quality of Ford chassis. 

STURDY, TROUBLE-FREE TRANSMISSIONS— All truck axles are full-floating, with weight Their exceptional durability means long service 
carried on axle housing—none on axle shafts. with low up-keep cosf. 


Large roller and ball bearings for all forward 


NEW 95-HP. FORD V-8 HEAVY-DUTY TRUCK ENGINE 
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“MOTORIZE YOUR 
STOCKS and DIES”’ 


with the new 


POWER VISE STAND 


% 
With the New OSTER POWER VISE STAND, your regular 
die-stocks, cutters and reamers are converted to POWER 
tools. 














At the LOWEST PRICE of any pipe machine in the 
history of the industry, this new machine enables you 
to thread, cut-off, ream and turn up fittings on all 
sizes of pipe up to 2”, at the snap of a switch. 
Powered by the famous !/, H. P. Black & Decker, 
Universal Motor it operates from the ordinary light 
socket. The New Power Vise Stand weighs only 
140 Ibs. and it can be taken direct to the job and 
set up in less than five minutes. 





Threading 














Investigate the extra profits and convenience The 
this new POWER pipe machine can give you. OSTER 
Get the LOW PRICE and details from us or Mig. Co. ee _s 
2045 E. Gist PI. 
your jobber, today. Cleveland, 0. Cutting-off 
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With the special universal drive shaft hooked up to a 
Out of the shop—onto the geared die-stock such as the OSTER No. 44, the POWER Turning-up fitting 
truck—off to the job. VISE STAND will thread pipe up to 6” diameter. 
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ANNOUNCING 















and WATER 
SYSTEMS 












Here is important news for dealers from 
coast to coast. Myers announce their new 
line of Ejecto Pumps and Water Systems 
(with or without tanks) in twin and duplex 


f lls of 25 to 120 feet water levels. 
1 aerate ¥ anil etc Be on the lookout for a copy of our new ‘ 


Modernly styled. Precision built. Attrac- catalog No. EJ39 now being mailed to 
tively finished. Exclusive features. New Myers Pump and Water System dealers 


performance values. You will be just as and distributors. If not received within a 








proud to offer this new line to your customers few days, or if a Myers salesman does not 
as we are to offer it to you as another Myers see you soon, write us for this catalog and 
quality product that will bring you additional complete information. Your inquiry will 


business and profit. receive prompt attention. 


THE F. E. MYERS & BRO. CO. | 
ASHLAND, OHIO ) | 





PUMPS — WATER SYSTEMS — SPRAYERS — HAY TOOLS ~— DOOR HANGERS 
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THE IMPORTANCE OF COMPLETE INSTALLATION 





IS DRAMATICALLY TOLD 


Te transparent house now being exhibited in 
the Crane Display at the New York World’s 
Fair is completely Crane-Equipped. It is an exact 
model of the house No. 15 inthe Town of Tomorrow 
and demonstrates the idea of standardizing on Crane 
for a// plumbing and heating equipment. For in this 
model house, the kitchen and cabinets as well as the 
bathroom fixtures—the controls as well as the boiler 
and radiation—the concealed valves and fittings as 
well as the exposed piping—are by Crane. 


And again, as in all Crane promotion, the need for 





CRANE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 


quality workmanship and the importance of the 
Master Plumber are emphasized. This basic Crane 
policy is the theme of the Crane exhibits at the New 
York World’s Fair and the Golden Gate Inter- 
national Exhibit at San Francisco—it is expressed 
in all Crane magazine advertising and in Crane 
folders, booklets and mailing pieces as well. 
This makes it easy for you to put Crane’s promo- 
tion to work for you. Push complete plumbing and 
heating from a simgle source and an installation 


that is as high in quality as the equipment itself. 


CRANE CO., GENERAL OFFICES 
836 S. MICHIGAN AVE., CHICAGO 


VALVES © FITTINGS © PIPE 
PLUMBING = HEATING © PUMPS 


’ 
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3% 







USE 
pie 2 Chi gal 
FOR PLUMBING 


TAgE HED 1914 


‘ Heels mucigreg. US. Pat. Off 



















PRESTIGE 


| Webster says: “Prestige — Weight, influence 
or force derived from past success or from 
character or reputation.” | 


BEAD CHAIN’ 


gives a finish to every job that is a 





credit to the plumber. From your 
jobber, in assemblies or bulk, of 
standard nickel silver or brass. Also 
in “Monel” for marine or special 
manufacturing uses. 














THE BEAD CHAIN MANUFACTURING CO. 


*Reg. U. S. Pat. Off. 
2 Mt. Grove Street Bridgeport, Conn. 
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INSTANT WATER 
N. 
MILWAUKEE, WIS. 
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Ask for BULLETIN 385 


to DEALERS who are 
AGGRESSIVE MERCHANDISERS 


INSTANT WATE 
Worthwhile FRANCHISE available 











INSTANT 
CIRCULATOR 


STERLING ENGINEERING CO. 


STERLING 
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but SEEEL pipe remains bg i 
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the practical pipe tor 
plumbing and heating 





IF TY years of progress in housing > 
have brought new materials, new 
finishes, and new structural methods. 
Some of these innovations enjoyed 
only temporary success, were soon 
superseded by further improvements. 
Others have achieved permanent 
popularity, because they have made ™ 
definite contributions to the conveni- ee a [0 Roe. 
ence, useful life, appearance or overall 3 : Sai = 
economy of the finished structure. 
To the latter class belongs steel pipe. 
No other material has thus far ap- 
peared, which can match steel pipe 
either in economy or in service per dol- 
lar of cost for all-round use in homes, 
hotels, apartments, etc. 


Steel pipe is just as practical and just as 
indispensable today as it was 50 years 
ago. That’s why it is a standard specifi- 
cation with architects and builders who 
specialize on giving the client the most 
for his money. tion is controlled all the way from ore == 


to finished product, NATIONAL Steel 


Take a cross-section of successful Pipe is always the same—clean, strong, FOR EXPOSED PIPING 





buildings in your own territory. You'll ductile, easy to thread, dimensionally Nationat Copper Steel Pipe is recom- 
find they have one important charac- accurate, and physically uniform. mended for soil, waste, end vent lines, 
. . ; : , ‘ 7 and other piping exposed to atmospheric 
teristic in common — steel pipe in For plumbing, heating, steam sup- conditions. The small percentage of cop- 
plumbing and heating lines. ply, and other lines, steel pipe is the nar Gene 00 She chee meee an Cray 
, 5. , the resistance of this pipe to alternate 

_ Much of the steel pipe now in serv- soundest specification. NATIONAL Pipe wetting and drying. Its extra cost is triv- 
ice is the product of NATIONAL Tube, is available everywhere through wide- a oe — ™ o a a 

it gives under these conditions 


the world’s largest manufacturer of awake, efficient distributors ready to 
tubular products. Because its produc- cooperate with you at all times. 


NATIONAL TUBE COMPANY 


PITTSBURGH, PA. 














Columbia Steel Company, San Francisco, . eee Coast Distributors « United States Steel Products Company, New York, Export Distributors 


UNITED STATES 
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Thanks: 
[ have been read- 


ing Domestic EN- 


GINEERING for over ? 
am ' 


sending you an old 


20 years [ 


copy. 


C. J. Laudenslager 











Cincinnati Plan 
To the Editor: 

[ think your article entitled, “The 
Cincinnati Plan,” was wonderful, and I 
take this means to congratulate you on 
same, 

We have been swamped, by various 
associations, with comments and inquir- 
ies on how this plan is made possible. 

In reading the comments in your May 
issue from heads of the utility company 
and others, I feel sure they were well 
pleased also. 

Wishing you 
your valued paper, of which I have been 
a reader for the past thirteen years, and 


continued success with 


again thanking you, 
H. J. Vonderheide, president, 
The Cincinnati Master Plumbers Assn. 


Sons 

@ The following letter is reproduced 
because it is typical of many received 
each month by your Editor. The posi- 
tion which our industry occupies today 
largely is due to sons working up to the 
point where they take over their father’s 
business and carry it on for another 
generation. It is this desire of the sons 
to remain, to carry on and to improve 
the businesses their fathers have founded 
which holds new promise for the con- 
tinued bright future of our industry. 


To the Editor: 
[ have a son 21 years of age who has 
me since he was 


working with 


to work. He has 


been 
old enough had no 
ether experience with the exception of 
three months in an oil burner factory. 

I want to send him to an inexpensive 
school where he can learn to estimate 
and kinds of 
heating installations. I 
eventually to take over my business and 


plumbing and 
would like him 


figure all 


make it a success. I should appreciate 
advising me where to send him 


red Ss. W oodtord 
New Miulford, 


you}! 


Conn. 


@ There are numerous schools, colleges 
and other educational facilities available 


Letters 


depending upon the individual’s specific 
requirements. If any reader has a prob- 
lem similar to the foregoing, write tell- 
ing what training is most needed. 


eee 
A.S.S.E. 


Editor: 

remiss if I did not first 
express my thanks and appre- 
for the cooperation always ex- 


To the 

I would be 
sincere 
clatoin 
tended The American Society of Sani- 
tary Engineering, through your wonder- 
ful magazine. For this support I am 
grateful indeed. 

Many of the beneficial héalth meas- 
ures of today were brought about by 
the concerted of the American 
Sanitary Engineering, and 
we are proud of our achievements. 


action 
Society of 


Our anniversary is at 
hand, an when we, as mem- 
bers of the American Society of Sani- 


thirty-fourth 


occasion 


tary Engineering shall meet at our an- 
nual session, to be held in the City of 
St. Louis, Missouri, on August 22-23-24 
25th. Krom. all this 
year will be a banner year for attend- 
ance. Mr. Stephen Gilmore, Chairman 
of the Convention City Committee, re- 
ports that 
made from all parts of the country, by 
Municipal, State and Federal Represen- 


and indications, 


daily reservations are being 


tatives. 

[ trust that this meeting will be rec- 
ognized as another milestone in an or- 
ganization built on Fraternal Good Will, 
(;00d Fellowship and Good Health 
Measures. 


Edwin W. 


SOK iety of 


Cade, president, 


American Sanitary 


The 


Engineering. 
e® @ ®@ 
Thanks: 


“T wish to thank Domestt 
kindly helped me 
a plumbing code that 
all its citizens. 
A. D. Benshoof, 
Riverton, Wyo. 


ki NGINEERING 
offer this 


will make 


‘¢ 


which so 
town 


living better for 


gtiyeen Quinelnrer 


In the Editor’s Mail Bag 


Europe 

@ Upon hearing that Mr. Clement 
Wells, Pres. Sarco Co., Inc., had just 
returned from an annual European 
trip, your editor asked him to sum- 
marize his observations and impressions 
of the European situation for the benefit 
of our readers. His comments should 
be of special interest since they reflect 
the reaction of a member of our own 
industry to European conditions. They 
are reproduced, unedited, below. 

To the Editor: 

Having spent six weeks in England, 
France, Switzerland and Italy, I am im- 
pressed by the stolid way in which life 

goes on despite 
the scare-heads in 
the newspapers 
and all the vocal 
excitement in po- 
litical circles. 
There is, of 
course, a deep 
underlying dis- 
quietude 
the people in 
countries, 


among 


these 
who appear without exception to dread 
war even more than they fear it. De- 
spite this, the daily tasks are being per- 
tormed and men and women go about 
their work with a certain fatalism. 
England is at last thoroughly aroused. 
first 
nine centuries, there is real danger of 


Partly because, for the time in 


war, if it comes, coming actuaily to 


English soil. 

In France the people seem to be less 
troubled and less excited, possibly due 
to a greater familiarity with disaster. 

An outstanding feature in England is 
under 


the construction everywhere of 


ground air. shelters. London's beautt- 


ful parks are being torn up for the con 
and shelters and 


struction ot trenches 


all over England precautions are being 
taken against poison gas raids. 

In France the most prominent feature 
is the activity of soldiers. In Paris, 


(Turn to Page 31) 








. ...stay tight...keep things 
© Careful estimating, clicking on every job. 

good management and good mechanics 

deserve a profit that often isn't realized because of 
tremendous trifles—wavy threads...parallel threads... 
improper pipe cutting and other so-called “short cut" 
practices—that lead to poor connections...that keep 
you from "making out" on jobs .. . rob you of profits! 


Get your copy of the Book- 
let "Tremendous Trifles" 
... shows how to overcome 
a score of wasting prac- 
tices that keep you from 
"making out" on jobs. Ask 


A"sure fire" profit saving method — stamp out tre- your jobber's salesman 
mendous trifles ... then use Square ''Gee"' fittings for for a copy of "Tremendous Trifles"—or write direct. 


wery connection on every job. Square "Gee" fittings THE GRABLER MANUFACTURING COMPANY 
vith their smoothly chamfered, clean-cut, precision 6565 Broadway ° Cleveland, Ohie 
threads start instantly . . . make connections fit tight Warehouses: NewYork-Chicago-Philadelphia - Los Angeles - San Francisco-Denver- Dallas: St.Louis 


SQUARE oC) i 
gy 










GRABLER 


. ct 
H 

* 
* es 
































30 DOMESTIC ENGINEERING June, 1939 





GUISHED NAME... 


INGUISHED PRODUCT 
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_ EHE name “Penberthy” has heen 
- distinguished for fifty-two years as 
-- -pepresentative of highest quality 


Penberthy Automatic Electrie Sump 


eas Pumps are ‘distinguished for their 
ee _ dependability and long life wherever 
$ > 


seepage water accumulates. 


Penberthy Automatic Electric Sump 
Pumps are available in six sizes. 





, 


_-« SOBBERS EVERYWHERE CARRY 
PENBERTHY PRODUCTS IN STOCK 


ood 





PENBERTHY INJECTOR COMPANY 


Manufacturers of Quality Products Since 1886 


Canadian Plant, WINDSOR, ONTARIO DETROIT, MICHIGAN 
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itself, there did not seem to be many 
uniforms but everywhere else in France 
soldiers are to be seen at all times. The 
train on which I traveled to Basel was 
loaded with reservists for the Maginot 
Line in Mulhouse. 

In Switzerland all the bridges are 
mined in order that they may be blown 
up in the event of invasion from Ger- 
many. In the border towns the freedom 
loving Swiss people lie awake listening 
for tramping feet. 


Distaste for Alliance 


In northern Italy army uniforms are 
not much in evidence but I saw the 
Fascists march through Milan to en- 
train for Rome where they had been 
ordered to assemble to hear Mussolini 
orate from his balcony. The people of 
Milan appeared to be interested but not 
enthusiastic. There seemed to be a dis- 
taste in Italy for the German alliance. 
Italians appeared to feel that there was 
danger that the irresponsible leadership 
of Germany would involve them in 
trouble. 

It appeared to me that, although busi- 
ness activity in Italy was very notice- 
able, new buildings having sprung up 
in the industrial centers, the life was 
hard and offered the people very little 
comfort in the present—or hope for the 
future. 


Living Depressed 


Europe is weighed-down with ex- 
cessive expenditure for armaments and 
this is resulting in impoverishment and 
loss of all cultural values. The social 
services in all countries are suffering 
to a deplorable extent and life is getting 
harder and meaner as the plane of liv- 
ing is being steadily depressed. 

Such contacts as I made with Ger- 
mans or with those who had recently 
visited or lived in Germany indicated 


Around the table: W. E. Eynon, C. W. Creger, T. W. Brown, 
Wm. Zernechel, Carl Sponseller, Wm. Grabowsky, U. I. Bott 
and J. O. Norris. Creger, Norris and Brown are utility men 
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that the German people have suffered 
more in this respect than any other 
people in Europe and the exploitation 
of mind and body was progressing rap- 
idly. 

One of the most fateful and disastrous 
features of the present condition in 
Europe is the effect of irrational propa- 
ganda on the minds of the common 
people. This appears to be at its worst 
in Germany but Italy also suffers. Walls 
in Italy are plastered with the ridicu- 
lous demand of the Fascist authorities: 
‘“Believe-Obey-Fight” which is the offi- 
cial slogan of the Fascist State. 

In France public opinion is confused, 
partly owing to the extraordinary under- 
currents in the political life of the 
people. One of the forces which ap- 
pears to be confusing the 
people arises out of the maneuvers of 
Foreign Minister Bonnet and the tactics 
of a venal press. 


French 


Business Goes On 


Despite the political situation in Eu- 
rope, however, business as_ business, 
goes on and the re-armament orders 
are undoubtedly having a stimulating 
effect. 
ment in England and still less in France. 
In Germany and Italy, where labor is 
practically forced, the activity and the 
work and over-work are tremendous. 

It would be rash for anyone to at- 
tempt to prophesy the future. The situa- 
tion is dominated by irresponsible 


There is not much unemploy- 


leaders who seem to have abandoned 
reason as a guide to conduct. It is 
widely stated that the actions of Hitler 
are determined by the advice of astrolo- 
gists and, although Mussolini has not 
strayed so far from common sense, his 
over-weening vanity is liable to lead 
him into dangerous courses. 

The most important factor in the 
world situation, however, is the utter 
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detestation of war on the part of the 
common people. It 1s apparent not 
only in France and England but in Italy 
and Germany and it would be a dan- 
gerous thing for anyone to lead the 
It they do, they will 
lead themselves into disaster. This re- 


people into war. 


vulsion to war is about the only hope 
in the European situation but it may be 
sufficient to maintain peace until the 
present madness has passed. 


Cover 


@ The front cover of this issue shows 
a meeting between the representatives 
of the Canton Ohio Master Plumbers 
Association and the East Ohio Gas 
Company. Meetings such as this are 
the basis for the fine business relation- 
ship which exists and which has sold 
gas for the utility and water heating and 
house heating equipment and installa- 
tions for master plumbers. 


Thanks 


To the Editor: 

We enjoy your magazine very much 
and look forward to its delivery each 
month. We especially enjoy the mer- 
chandising hints that are published as 
we sincerely believe this to be one phase 
of the plumbing industry that has been 
sorely neglected. We find in our city 
that many people look upon a plumber 
as a man to clear a stopped sewer or 
fix a bursted water pipe but that they 
must look elsewhere to buy fhe mer- 
chandise that should be sold by the 
plumber. 

Jas. W. Hooper, 
Howard W. Hooper & Son. 


A handsome certificate, suitable for framing, is yours if you 
will fill out the blank below and mail it to the Editor, Domestic 
ENGINEERING, 1900 Prairie Ave., Chicago, Illinois 





Set ae ER Pe eet 
Rr Pat Tt i 


My Name 


ENR OLL ME . eo: 6 e< 
as a charter member of the Smash Old 
} Fixtures Club and send me the free charter 
membership certificate. 


month | have destroyed __ insanitary 
fixtures so that they cannot be resold. 


In the past 





Address 








Contractors, manufacturers, wholesalers, inspectors, 
health officers and others who are cooperating to 
protect health through plumbing are eligible to 
membership in, the Smash Old Fixtures Club 


ee ene a 
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SUS PECL DEE ST 


A STEADY LINE SINCE ’°29 


The “TOLEDO” No. 999, the complete ,” to 2” Power Pipe and 34” to 11/2" Bolt 
Machine is now 10 years old and its ever increasing sales proves its popularity with 
all types of users. 

Users are agreed that a complete pipe and bolt machine is better able to take care 
of their requirements and is good economy. 2” pipe is cut off in 10 seconds and threaded in 
22 seconds. Smaller sizes even faster. 

The No. 999 has many desirable features—Four blade cut-off that cuts off 2 inch 
pipe in 10 seconds. Separate adjustable quick-opening or non-opening die head and 
dies for each size making for quick die change and smooth, standard threads. Direct 
gear drive—no chains or belts. Centrifugal type oil pump direct driven from motor 
-——no relief valves—oil line easily cleaned. Round renewable long lasting ways. 
Safety friction gear that slips in event of overload, preventing damage to machine. 
Operates from a lamp socket. 

You can best be assured of satisfactory service with a “TOLEDO” No. 999, the 
complete pipe and bolt machine. 





LIGHT AND PORTABLE, EASILY TRANSPORTED FROM JOB TO JOB. 


THE TOLEDO PIPE THREADING MACHINE CoO. 
TOLEDO, OHIO NEW YORK OFFICE, 72 LAFAYETTE ST. 


“TO DO 


WITH 








ai 


YOU'LL DO BETTER A ‘**TOLEDO’’ 








Last Issue, we quoted H. Merwin Porter, 
president of the National Assn. of Master Plumbers as 
saying that if there are any salesmen in our industry 
who feel they must apologize because they are connected 
with plumbers-—if they are ashamed to be associated 
with plumbing, they should get out of this industry. We 
went further to say that this should be extended; that 
it should apply to manufacturers, wholesalers, master 
plumbers and plumbing publications as well as salesmen 
if they are ashamed of their connection with plumbing ; 
if they feel the slightest need for apologies in relation 
to their normal activities; if they are incapable of dis 
tinguishing between constructive and destructive forces, 
and if they are unable to control themselves accordingly. 

At the very time that editorial was being printed, 
there was being distributed throughout the country 
several million copies of a popular magazine which 
contained a printed interview with the president of one 
of the largest corporations in the United States. This 
well-known executive told what he would do if he were 
twenty-one years of age and had his life to live over 
under today’s conditions. Fle said, “If I were twenty 
one I would be a mechanic. I would try to get work 
in a machine shop. If I failed, I would try for a job 
in a filling station, or as an apprentice to an electrician 
or a plumber. "In advising his friend’s son, this 
same executive, in this interview, said, “I have been 
urging, for some time, that the boy become a plumber. 

later he might go into heating and air conditioning. 
He might become a contractor, or tind himself in a 
strategic position in manutacturing when the big house- 
rebuilding boom comes in America.” 

The foregoing is what a manutacturer of automobiles 
thinks of the present opportunity in and the immediate 
future for our industry. 

It 1s said that far-away fields are greener. This charge 
can not be made in connection with the foregoing com 
ments because the one interviewed has too keen an 1n- 














sight into American industry, American trends and_ the 


wants of the American public to make any mistake here. 

lor those who feel the need for reassurance as to the 
greenness of our industry's field it 1s merely necessary 
to call attention to the increasing complexity of the 
American system of living and the increasing need for 
revamping sanitary facilities in keeping with parallel 
developments. The business-building possibilities in this 
are matched by equal opportunities to render distinet 
public service in the form of health preservation and 
disease control activities. [Evidence in this direction 1s 
seen in the uncounted obsolete and insanitary plumbing 
fixtures now flooding the country as a result of slum 
clearing, demolition and general remodeling programs. 
Fixtures and equipment that have long since outlived 
their usefulness and which have been removed trom 
buildings unfit for human habitation, again are offered 
for sale and for re-installation. 

It is interesting to note that in Grand Rapids, Mich., 
where a courageous plumbing inspector was responsible 
f one thousand 


for an order permitting the destruction « 
obsolete plumbing fixtures, they have just discovered 
that the junk brass which was salvaged for re-smelting 
brought more cash than the city was offered tor the en 
tire lot of fixtures and brass fittings combined. 

In connection with the elimination of obsolete and in 
sanitary plumbing fixtures, and thus elimination of a 
common source of supply for handymen, every individ 
ual in our industry 1S urged to become conscious of the 
need for smashing old fixtures as the surest means fot 
inspiring a similar consciousness in those who are in 
positions to order the destruction of large volumes ot 
insanitary equipment. In connection with our imdustry 
as a whole, every individual member 1s urged to recog 
nize the greenness of its many opportunities 

The plumbing and heating field not only can look 
ereener but actually can be greener for every member ot 


’ 


our industry if a proper perspective ts maintamed 
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“A very good friend of mine has a son in whom I am 
much interested. He is a smart boy with the possibility 
of developing great mechanical skill. I have been urging 
for some time that the boy become a plumber.” 

“The boy’s mother does not believe that I am serious. 
.. But I am quite in earnest. It is because I think highly 
of the boy that I believe he would make a cracker jack 
plumber. . . He might go on into heating and air con- 
ditioning. He might become a contractor or find himself 
in a strategic position in manufacturing when the big 
house-rebuilding boom comes to America.” 

“But suppose he remains a plumber? If he is a really 
good one neither he nor his mother will ever be in want.” 

“I don’t know whether I can ever get the argument 
over to the boy’s mother but I am going to keep trying.” 


—li’m. S. Knudsen, General Motors Corporation, State- 
ments are from Mr. Knudsen’s article, “If I were 21” in 
The American Magazine, June, 1939. 
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Editor’s Note—This is 
another of a series of 
features published in 
DoMEsTIC ENGINEER- 
ING, to acquaint our 
industry with what is 
being said about it in 
popular magazines, in 
newspapers, over the 
radio and _ through 
other media 












cao 


ynave 
was 





ow | 
I) eR 
or Uf 


. Wa 
/ 4 fi 4 
WUE, 
A417 TD bed hd 
ha TA 
7 & 


was 
ody'® 






pay se 
more OF 


jn ™Y eatly 
ro 9 


‘ went 


pect 
xtee™ 












































































Give 


Me the Plumber 


With the Fancy Trucks 


Wirat do most people do when a plumber 


is needed? One of three things usually; they try to 
remember a name, they ask the nextdoor neighbor or 
they look in the phone book. And today, when people 
do any of these things in Garden City, Long !sland— 
a prosperous suburban town—more than likely the name 
that comes up will be Louis P. Anziano. 

For Mr. Anziano is making a big impression on the 
people of Garden City and nearby communities. His 
gay-colored, always-polished new trucks are 
every two weeks his 


four big, 
seen almost daily by every resident ; 
mail advertising emphasizes the fact that the trucks are 
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completely equipped for all plumbing and heating jobs, 
and that the time charge starts only when the truck 
arrives at the door, stops when it leaves. Folks ask 
telephone company “Information” for the number of ‘the 
plumber with the fancy trucks’’—and get it! 

But customers who have once had a sample of An- 
ziano's service are not likely to forget his name. Here 
is What happens: The plumber comes up to the door in 
a uniform as bright and spotless as the truck at the curb. 
Should the uniform have been soiled at the last stop, 
there's always a “spare” in the truck, and the journey- 
man stops to change betore making his next call. 


On the opposite page is 
a picture of one of the 
new trucks which serve 
"Bey the dual purpose of serv- 
ice and advertising. Al- 

though the paint job on 

these trucks cost $200 

‘s apiece, it is proving a 
very sound investment 


“SPECIAL: 


: | Left, each 14 days 10,000 
mailing pieces similar to 
sent to home 
owners in Mr. Anziano’s 
territory. Below, each 
customer is asked to sign 
‘ one of these OK slips 
| when a job is completed. 
Left below, a photograph 
showing the unusual set- 
ting of this shop 
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Clientele doubled— 


600 customers added! 








That’s the astounding 





record of this contractor- 





dealer who finds that 





clean service and good 





showmanship still pay 





Before he enters the house, a pair ol 
moccasins are slipped over his shoes—so 
that no street dirt may soil floors or car- 
pets. The journeyman puts these on after 
the door is opened, so that the housewife 
may see how careful he is. If he goes down 
to the basement, off come the moccasins, and on again 
when he comes back to the living rooms. 

In the bathroom, Anziano’s mechanics have vet an- 
other service routine. The customer’s bath mat is care 
fully folded and removed from the scene of the work; 
a tarpaulin is spread on the floor to hold all dirt and soil 
so that the cleaning-up job will consist simply of remov- 
ing the tarpaulin. 

And finally, before leaving, he 
little printed card, asking her to sign it if she is satished 
with the way he has done the work. 

Dramatic? Women are astounded! Successful? An- 
ziano’s list of customers has grown from 600 at the end 
of 1938, when he started the new technique, to more 
than 1,200 today! (ood advertising? People all over 
Garden City are talking about Anziano! Listen to what 
he says about his own plan: 


» hands the housewife a 


THIS YEAR BRINGS COURAGE 


“In the 20 years that I have been a plumber and 
contractor, I have often wanted to do something like this, 
but somehow I never had the courage until this year. 
I firmly believed that the reason why many contractor- 
dealers didn’t do more business was simply that they 
were primarily plumbers rather than businessmen—and | 
felt that I was just as much to be blamed as any other 
contractor-dealer who plugged along with old-fashioned 
methods and ideas. 

“Why we have been so backward, I do not know. We 
go to grocery stores and see bright signs on windows and 
uniforms on the clerks. We go to gasoline stations and 
ee shining paint and plenty of service. We go to mov- 
ing picture theaters and find them offering all sorts of 


extra conveniences and attractions. But when we plumb 
ers get a call, only too often we send out a rickety, 
weather-beaten truck and a man in greasy overalls 

and then we wonder why nobody has a good word for 


the plumber ! 
INVESTMENT SPEAKS LOUDER THAN WORDS 


“At the beginning of this year, I decided that I had 
thought about this long enough, was the time 
$10.000 


investment in new trucks—and where last vear my two 


and now 
to do something. I backed my opinions with a 
trucks were not alwavs busy, | now have more work 
than four can handle and I hope to add several more be 
fore the year is out!” | 

Anziano’s substantial increase in business did not come 
from any sudden upturn in general conditions. And the 
new work he is getting is not so much jobs that other 
contractor-dealers might have had as it 1s plumbing work 
that has long needed to be done, but long been put off 
because of the customer’s lack of confidence. 

What Anziano has accomplished is the making of his 
community modern, merchandising 
minded plumbing His red-and-white trucks 
with their special bodies (the painting alone cost over 
$200 per truck) look like bakery or dairy trucks—not 
like any plumber’s truck residents had ever seen. 

Constantly on the streets in a limited territory, the 


conscious of a 
contractor. 


advertising value of these trucks cannot be measured in 

money. Behind them is the force of mail advertising: 

10,000 postal Anziano 

does not figure the $150 bill for each mailing as an ex- 

pense, because even in this short time he has found that 
(Continued on Page 99) 


cards mailed everv two weeks. 
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*¢Smash 


be 
Ar I. you doing your part to have plumb- 
ing ordinances amended for the control or destruction 
of second-hand fixtures as a menace to health?” 

This is a question which concluded a paper presented 
at the recent annual convention of the Indiana Master 
Plumbers State Assn. The answer of those in attend- 
ance at the convention was in the form of a unanimous 
vote for the publication and the widespread distribution 
of the talk. In keeping with the spirit of this resolution 
the talk is reproduced in the following : 

“One who is honest, in the ordinary sense, acts or is 
always disposed to act with careful regard for the rights 
of others, especially in matters of business, health or 
property. The sale of fixtures or of second hand outfits 
should not be a political matter, particularly in connec- 
tion with boards of health. 

“Plumbing fixtures, from a health point of view, con- 
stitute a twentieth century proposition. The facts of the 
matter are that our forefathers were content with the 
bowl and pitcher, the tin cup and the conventional roller 
towel, together with the well and pump and the con- 
genial privy near the residence. 

“Well water was originally free from polluting mate- 
rial. The privy was well built and the precautionary 
ventilator of the new moon design embellished the door. 
The cess-pool, an after-consideration, was located near 
the house in supposedly good soil to allow for natural 
oozing or percolation of the waste water. 

“Tn his blissful home our not-too-distant ancestor sup- 
ported and sustained a large family, including his own 

























“Unanimously carried,” declares John O. Niewoehner, retiring 

president of the Indiana Association of Master Plumbers, in 

referring to a Smash Old Fixtures resolution voted upon by 
the convention 


parents. Eventually sickness developed, the old folks 
passed away, one or more children expired. Imbued 
with a philosophy of fate, it never occurred to him that 
the possible cause for the cessation of physical life of his 
beloved ones was a preventable illness. 





To the Editor: 

Believing that you are interested in matters pertain- 
ing to the recent high-lighted article in your Domestic 
ENGINEERING and your Plumbing and Heating News, 
concerning our Grand Rapids School situation regard- 
ing the “Smash Old Fixtures” campaign, I had the 
pleasure of having lunch with Mr. Moore, executive 
engineer of the Grand Rapids Board of Education, 
and in the course of the conversation, he reported to me 
that he is salvaging all the old brass from the demolished 








closets, and is receiving a higher price for the old brass 





per fixtures than any price offered by the junk dealers 





in the original figures quoted on the complete used fix- 
ture. 
This matter was very interesting to me, and I believe 
it is a very good follow-up on that particular article. 
Albert Swartz, 
Plumbing Inspector 
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To the Editor: 

Your article, in Plumbing and Heating News, on the 
flooding of New Orleans with used fixtures and en- 
dangering the health of the Community was very timely. 
A few weeks ago we attempted to get the ball rolling 
and try to curb this danger by a committee from the 
Association of Commerce calling on the City and State 
Health Authorities but it looks like it is going to be a 
pretty hard job convincing the proper authorities that 
something should be done. 

In an attempt to arouse the interest of others whom 
we feel sure could bring some pressure to bear on the 
Health Authorities, we would like to secure about 50 
copies of your April edition with full page headline 
“NEW ORLEANS FACES HEALTH CRISIS.” We 
believe these copies will be of great help to us in accom- 
James F. O’Neil, 

New Orleans, La. 


plishing our aim. 














Insanitary Fixtures’ 


Campaign to protect public health and 





satety wins wide and spontaneous support 


“Diarrhea, typhoid fever, amebic dysentery, and simi- 
lar diseases are indeed preventable. Disease control, fore- 
thought, and due consideration for the sanitary condi- 
tions and surroundings have safeguarded the modern 
home. To prevent disease it is necessary to remove the 
cause. Often it is not the privilege or the experience of 
the medical practitioner to accomplish this. 

“Returning, in imagination, to our forefather’s fireside 
in the lamentable years of his dotage to find the cause 
of his affliction, we discover that many of his troubles 
were due to the unsavory condition of the bowl and 
pitcher, of the contaminated tin cup and of the roller 
towel, to the pollution of the well by the cess-pool over- 
flow, and to the acknowledged fly-borne diseases that 
emanated from the out-house. 

“With full appreciation of the above facts and their 
eventualities, it still required many years to accomplish 
the necessary legislation for the protection of health 
the form of sanitary laws. 

‘Today, in return for the millions of lives that have 
been sacrificed through the lack of knowledge, we have 
codes and legal restrictions pertaining to the installation 
of plumbing fixtures. In addition, the plumbing indus- 
try is bound by legislation to eliminate cross connec- 
tions and to provide for air gaps, vacuum breakers, and 
numerous other safeguards. 

“These conditions, brought about by the nature of 
circumstances, today prohibit the use of various devices 
and fittings that have been produced until recently. Thou- 
sands of dollars have been invested and other thousands 
sacrificed gracefully in order that men may abide by 
these restrictions in the interest of public health. 

“With public acceptance of the foregoing and with the 
desire for self-preservation, a large number of property 
owners have discarded their old plumbing fixtures for 
the new devices of merit. 

“What next? 

“Thousands of new fixtures have replaced older instal- 
lations. These fixtures, rejected as undesirable, worth- 
less and as a danger to public health are on sale as 
plumbing fixtures. 

“In the public interest, let 
now living in a period of extensive research, developing 
alterations and amendments that would formerly have 
been considered radical measures. We should also per- 
ceive as a reality that at the time of the introduction of 


us consider that we are 


These newspaper clippings from Connecticut and Florida indi- 

cate how action of the respective state associations to protect 

health through smashing old fixtures is being brought to the 
attention of the public 
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modern plumbing, starting in approximately 1885, we 
were living in an atmosphere of misgiving. Public opin- 
ion was seriously against the enactment of sanitary laws. 
No restrictions were in evidence. Pan and_ plunger 
type closets were still considered efficient. Markets were 
well supplied with prison-made goods. vaults 
abounded even in our public schools. Any attempt to 
legislate for a change was considered political. Is all 
this to be forgotten or even overlooked ¢ 

“Discarded plumbing fixtures—water-closets, in par- 
ticular—that have been used by the 
classes, and by people infected with disease, 
today. Many used plumbing fixtures have been dis- 
carded as unfit and unsuitable for use. Are we going to 


(Contnued on Page 97) 
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are on sale 





















A sesolution urging adc 
all cities of Waterbury's” 
on the resale of used 
fixtures was passed yeste 
noon. at the 49th annual ¢ 




































































MASS PRODUCTION 


Ninety students bathe and dress in seven minutes 


in this controlled temperature shower installation 


Ax application of temperature control for 
showers for schools, and other institutions is well illus- 
trated by an installation recently made by Stoehr and 
Laudon, contractors of Milwaukee, Wis., in the Henry 
Mitchell School at Racine, Wis. These showers will ac- 
commodate a class of 90 students in seven minutes includ- 


i 


. a ‘ 
ae. | PS eis 
i pa OS 
hee ee 5 ee y 
PRP A me owe FR 
- *e ey ee ae % 
at 


2 -, ; ¥ 4 f 
O° Sts pei optic Agee PF ai 
Sak Pegg We ot aa 

te ; et 


%: 





The photograph of the controls, above, was taken from point A 
indicated on the opposite page. Photograph at the right was 
taken from point B 





ing time for dressing. Arranged in a U-shape, the show- 
ers take up a minimum of space and allow an economical 
piping layout. The water supply to the 40 shower heads is 
regulated by a supervisor by means of four controls 
located in an elevated control room. The windows in this 
room overlook the shower room and permit the super- 
visor to watch the progress of the group of students tak- 
ing showers. 

The showers themselves are divided into zones each 
of which has a separate valve in the control room and 
a separate thermostatic mixing valve located under the 
floor of the control room. Two of the zones include 
ten showers and the other two, 13 showers. The zone 







Left, photograph of the 
thermostatic mixing 
valves which control the 
temperature of the water 
supplied to each of the 
four zones. See detail © 
of the drawing for con- 
nections 
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SECTION C-C 











Construction details of the 


nearest the entrance is fed through a thermostatic mixing 
valve regulated to 98 deg. Fahr. The next zone is fed 


with slightly cooler water and so on, the last zone being 
fed with cold water. 

These thermostatic mixing valves are easily accessible 
for adjustment so that the water temperatures may be 
varied when necessary. 


The division into zones has the 





installation are shown in this drawing. 


Color markings indicate portions shown in photos 


added advantage of providing an economical means of 
handling small groups. For an entire class all zones are 
operated, but a small group of five or six students can 
also take showers by utilizing only the first zone. 

A foot bath is provided at the exit to protect 
against foot infections and, throughout, every precaution 


students 


(Continued on Page 101) 
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B.—This is a general view of the twenty zone hot water heating system installed by Mr. Nolan, contractor-dealer of Mechanicville, N. Y. 


ZONED HEATING 


Heating modernization and new bathrooms 
doubled the rental value of this building 








nreemeerncceeeere enna The illustrations on these pages show an interesting 
| zone control job recently installed by Mr. T. B. Nolan, 
| plumbing and heating contractor-dealer of Mechanic- 
| ville, N. Y. The problem was to supply controlled heat 
| to 16 apartments and four stores. To make it more diff- 
| cult, the building is constructed on a grade so that there 
is approximately one foot difference in level between 
each of the four stores. The location of the chimney and 
other features of the building construction made it neces- 
sary to locate the boiler under the third store so that the 
mains to two of the stores had to be lower than those to 
the other two stores and the apartments above. 

Heat loss calculations showed that the apartments re- 
| quired 2,850 ft. of radiation in 78 radiators and the stores 








The photographs in this article were made from the posi- | 
tions indicated by the arrows in the detail above | 












































This drawing shows the return circulation mains and branches 
in which the circulators are located. A major consideration in 
designing the system was to arrange the piping so as to conserve 
as much of the basement space as possible for storage purposes 





The drawing above shows the supply mains and flow control 
valves for the twenty zones heated by this installation. Ten of 
the zones are indicated by numbers and the other ten by letters. 
The boiler is rated at 7,000 sq. ft. and is heated by an oil burner 
which operates on the demand of a thermostat in the boiler 


required 1,050 sq. ft. in 12 radiators. After making an 
allowance for domestic hot water a 7,000 sq. ft. boiler of 
the water tube type was selected. This boiler is heated 
by an automatically controlled oil burner which burns 
about 12 g.p.h. when in operation. The oil burner is 
operated by a limit control which starts the burner oper- 
ating when the boiler water temperature drops to 175 
deg. Fahr. and cuts it off when the water temperature 
reaches 190 deg. Fahr. 

Domestic hot water is supplied by an indirect heater 
and stored in a vertical, 420 gal. tank. As shown in the 
accompanying illustration, a circulator is located on the 
return circulation line between the indirect heater and 
the tank. This circulator is operated by a thermostat lo- 
cated near the top of the tank and insures a constant sup- 
ply of hot water for domestic use. 

Fach of the 20 zones is supplied with hot water to the 
radiators by a circulator located in the return main. This 
circulator is operated by a room thermostat which operates 
between very narrow limits and provides a very even 
heat. A great deal of thought was given to the problem 
of locating these thermostats, which are of the high volt- 
age type, in such a way that they would react to room 
air temperatures only. In most of the apartments the 
best location seemed to be an inside wall of the living 





43 


A.—The photograph above shows how the return mains and circu- 
lators were arranged along the wall behind the boiler where they 
occupy a minimum of space yet are fully accessible for servicing 
when this becomes necessary. All piping is neatly covered 


room where drafts, sun effect and other heating or cool- 
ing factors were at a minimum. 

One of the problems on this job, according to Mr. 
Nolan, was to install the large amount of piping neces- 
sary with the least possible interference with the stor- 
age facilities in the basement. This problem was solved 
by locating the circulators in a row along the wall be- 
hind the boiler so that the boiler, oil burner, imdirect 
heater and tank are all located in a shallow pit. 

This building originally contained eight apartments 
and four stores. In remodeling it the eight apartments 
were cut in half, making front and rear apartments, thus 


(Continued on Page 53) 
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| HE most important part of any story is that 
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which tells what has been done. 
plished through the operation of a utility-master plumber 
cooperative sales plan are summarized in the following: 
The following sales are for the twelve months of 1938: 


The 


results 


accotll- 


16 September 
57 October 
36 November 


ys December .. 
Total—283 
ve teeacees 20 
February | 30 
fe ee 
April (tentative)..... 75 


The following sales so far for the year 1939: 


In reading the foregoing figures, it should be kept in 





mind that although the gas company in Canton has co- 





first things which greets the eye of prospective 
customers of the gas company in Canton, and others who call 
at the desk for service and for the purpose of paying their 
gas bills, is the blotter shown at the upper right. 

above is an unposed view of the 
Right, John O. Norris and Terry Brown of the utility are shown 
inspecting one of the signs on display in their show window 


The picture 
blotter actually in use 
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CANTON MASTER PLUMBERS 
ASSOCIATION 








i 





Ouéor Baber. 2-7215 
A. W. Baum Pl & Htg Co... 3-4953 


Bear-Haase Hig & Plbg . 2-6707 
Melvin Burkhardt _...... .2-8108 
C. Corpontal |) a. 4s 2-2989 
Chapman Pibg Co........ 3-140! 
Charmois Pibg Co... .. -, 269105 
East End Plumbing Co... .2-0490 
Eynon Plumbing Co... .... 3-1406 
H. ., 263109 
Henry J. Fromm... ..... 2-5846 
C. S. Hahn Hig & Plbg.. 3-7203 
ka Bere hares eo eee 347 
Robert Heiman ......_.. 3-447! 
Al. Kauffman Pibg Co... . .2-7129 
Keffler Plbg & Htg Corp.. .2-7005 
A, EB, Geet cs es 2-6642 
Mills Plumbing Co...... 3-2890 


Miracle Plbg & Htg Co... 6442 
H. E. Mueller Plbg & Htg.. 7702 


H. L. Nunamaker ...... -. 2-7710 
Hans K. Oppel Pi & 9 5 .2-3924 
Oe Polers:: oor. gee. 2-4594 
E. N. Pilcher... 2.22 2-1009 


Rechkemmer Plbg Co... . 2-8022 
W. T. Rosenberry Pi & Htg .3-4256 


Wm. G. Roth Plbg Co... . .2-2655 
John Roth Pi Co... ...... 2-0804 
Saltz Plbg & Htg Co... 6709 
Schwitzgable Pl & Htg Co... 5906 
Shorthill Plbg Co... .. ,. 32605 
H. W. Shedel .......... -2-0720 
Spidel Plbg Co... 2.3118 
Carl Sponseller tq Maes’. Vb22 
Standard Plbg Co... 6151 
Howard H. Streb......... 2-5737 


R. F. D. No. 4 
620 Clarendon NW 
918 Piedmont NE 
1004 19th St NE 
425 Sth St NW 
226 3rd St SW 
1928 Mahoning Rd NE 
1707 Tuscerewas St E 
236 Walnut Ave NE 
801 6th St SW 
613 Clarendon Ave NW 


_ 522 Dewalt Ave NW 


Hartville Ohio 

1803 Gibbs Ave NE 
917 Ridge Rd NW 
518 Walnut Ave NE 
1019 Clarendon Ave NW 
416 Tuscarawas St W 
400 9th St NE 

1216 Oxford Ave NW 
2008 Washington Bivd 
2311 10th St NW 
North Canton, Ohio 
1232 Tuscarawas St E 
1317 St. Eime NE 

2122 Mt.-Vernon Blvd 
1767 Cleveland Ave SW 
1712 Navarre Rd SW 
726 Cherry Ave SE 
1132 Cleveland Ave SW 
1223 Sth St SW 

1128 16th St NW 

1321 Cherry Ave NE 

North Canton, Ohio 
435 Walnut Ave SE 
806 10th St NW 

617 Bedford Ave SW 
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House heating and water heating equipment are 
sold by master plumbers. 


The utility sells gas. 


Here 1s how it’s done cooperatively in Canton 


operated with and helped plumbing contractors of Can- 
ton for many years, last year was the first when a writ- 
ten agreement was entered into. The tabulation is sig- 
nificant because it shows steadily increasing sales for the 
frst four months of 1939 as compared with moderate 
sales in the first four months of 1938. 

The table also shows that the campaign months of 
April and May during which special promotional efforts 
are carried on, are productive of a greatly increased vol 
ume of sales. Sales during the first four months of 1939 
ure more than 50 per cent greater than the sales made 
during the first four months of 1938 when the plan was 
first started. 

What is the basis for the success of this effort in Can- 
ton when reports from other parts of the country, in cer- 
tain individual cases, indicate a lack of success’ How 
is it that Canton, like Cincinnati, Brooklyn and other 
cities 1s able to more than satisfy the load building de- 
sires of the gas company? Summarized by a spokes- 
man, the underlying ideas of the Canton plan are as 
follows: 

“First, before it is possible to enter into a cooperative 
agreement, it 1s necessary to have a majority of the 
contractors operating in the locality affected. There are 
45 licensed master plumbers in Canton, Ohio. Thirty- 
seven of these, or 82 per cent, are members of the Can 
ton Master Plumbers Assn. and by virtue of this mem 
bership, they are included in the agreement. When the 


Canton Master Vlumbers Assn. negotiated with the 
Canton Division of the Ikast Ohio Gas Company, they 
were able to speak as the representatives of 82 per cent 
of the master plumbers in that area. The gas company 
cannot work out agreements and sales promotion Caln- 
paigns unless they have a majority working with them. 
This is just a practical business matter. When an asso- 
ciation has in its membership a majority, it is not difh 
cult to make a satistactory agreement. We have found 
this to be a tremendous advantage. Our observation is 
that other groups have not been successful mainly be 
cause they did not have a representative number of mas 
ter plumbers in their organization, 

“A second outstanding requirement for a successful 
plan is that in making an agreement, all phases of the 
subject should be covered so as to prevent the rising of 
special conditions which always cause conflict and com 
ment. The Canton plan contains about 12 different 
items all of which cover the program very thoroughly. 
Study problems and the agreement most carefully. 

“A third consideration is that of advertising and pro 
motion. Both of these are extremely important. It 1s 
our opinion that it takes two years to really develop the 
program. We doubt that it can be done in one year 

“A fourth consideration is that master plumbers must 
put forth all effort possible in order to create sales and 
to promote water heating. ‘This is necessary not only 
to make sales but to develop satisfaction on the part ot 


These two gas burning boilers and the storage tank to which they are connected, are a part of the equipment installed just recently 


in Canton for a local bottling plant. This sale and installation were made by a master plumber in cooperation with the utility 
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the utility. This effort on the part of master plumbers is 
what is necessary to keep both the utility and master 
‘ plumbers satished with the agreement. 
“A fifth suggestion is that plumbing contractors and 
their employees bring up the subject of water heating 
: and house heating to their customers in their daily 
rounds and contacts. It has been observed that the 
master plumber and his employees are in an ideal posi- 
tion to inspect existing water heating and house heating 
facilities in homes and other buildings and because of 
this, they are able to recommend changes and improve- 
ments which will lead to greater satisfaction, improved 
convenience and increased economy of operation. 
“Finally, those who are working under a cooperative 
plan are urged to send out to their customers literature 
and other material which is provided by manufacturers. 
This should go to all customers on contractor-dealers’ 
record books. At the start of the cooperative program, 
and at the beginning of special sales efforts such as the 
yearly campaign conducted in Canton, customers should 
| be made well aware of the drive and the part master 
plumbers are taking in it.” 

The Canton Gas Company has what might be termed a co-ordinator who is in charge of the promotion of 
| water heater sales. He is a local man employed by the 
gas company. When meetings with master plumbers 
are held, the representatives of the gas company include 
the local manager, the district manager in charge of ap- 
pliance sales, sometimes known as a policy man, the ad- 
vertising manager and the local co-ordinator. 

Space limitations prevent us from reproducing adver- 
tisements and supporting newspaper stories published 
in the Canton newspaper during the 1939 campaign. 
Also, it is impossible to reproduce here the “Agreement 
between the East Ohio Gas Company cooperating with 
the Canton Master Plumbers Association, dated June 
10, 1938.” Readers who wish to receive a copy of this 
may write to the Editor, Domestic ENGINEERING, 1900 
Prairie Avenue, Chicago, Illinois. 

















































OF WATEP 


HEATERS 





A typical installation of gas house heating and water heating in 
a Canton home is shown below. Note the conversion burner 
installed in the steam boiler used for heating the house illus- 
trated at the lower left. Still another water heating job is above 


/ 

Another sign on display in the show room of the East Ohio Gas 
Company, in Canton, is illustrated at the left. Note this lists 
the names of cooperating master plumbers, similar to blotter 














Horsepower 


@ What is the difference between horse power 
and boiler horse power? 


To the Editor: 

We notice in your Catalog Directory for 1939 on page 
682 you state that one horsepower will evaporate 2.62 
lbs. of water per hour at 212 deg. Fahr. into steam at 
the same temperature. In another place you say that 
the evaporation of one pound of water at 212 deg. Fahr. 
in one hour requires .381 h. p. 

In another reference work we notice that one horse- 
power is given as equivalent to the evaporation of 34/% 
lbs. of water per hour at 212 deg. Fahr. We do not 
understand this discrepancy; will you please explain? 

What we are trying to figure out is the amount of oil 
which must be burned per hour to develop full power 
ina 55h. p. boiler assuming an efficiency of 75 per cent. 

Springfield, Mass. L. W. S. 


To the Reader: 

The following calculation will serve to establish the 
correctness of the figure from Domestic ENGINEERING'S 
Catalog Directory: 

1 hep. — 33,000 ft. Ibs. per min. 

1 Btu. 778 ft. Ibs. 

33,000 — 778 — 42.4 
Therefore 1 h.p. — 42.4 Btu. per min. 
42.4 x 60 min. — 2,544 Btu. per hour 
970 Btu. evaporates 1 Ib. of water at 212 deg. Fahr. 
Therefore 2,544 — 970 — 
evaporated by 1 h.p. 


2.62 Ibs of water per hour 


The quantities used in this calculation are not the 
theoretical figures, for example, 971.7 is the precise num- 
ber of Btu. required to evaporate 1 Ib. of water, but 
these are the figures generally used in engineering work. 

The other figure you mention, 3414 lbs. per hour, is 
the amount of water per hour evaporated by one Bovler 
horsepower, an arbitrary unit established for the rating 
of boilers (1915 Power Test Code, A.S.M.E.), and has 
no relation to the horsepower. 

The figure 0.381 h. p. is the power required to evap- 
crate one pound of water at 212 deg. Fahr. and 1s 
secured by dividing one by 2.62. 

With regard to your problem, we believe the follow- 
ing calculations would give you the correct answer: 

55 hip. < 34% Ibs. per hour = 1,837% Ibs. per hour 

1897% 970 Btu. per Ib. 1,339,575 Btu. per hour 

100/75 * 1,829,575 - 2,452,767 Btu. per hour in oil 
Generally accepted values for the heat content of oils are: 
light oil (28 to 31 deg.) 142,000 Btu. per gal. 

medium ol] (19 to 23 deg.) = 148,000 Btu. per gal. 


heavy oll (14 to 16 deg.) 152,000 Btu. per gal. 
2,452,767 142,000 = 17.3 g.p-h. 
2,452,767 — 148,000 16.5 g.p-h. 
2,452,767 152,000 16.1 g.p-h. 


The first step gives the number of pounds of water 





Questions 





which would be evaporated per hour at full boiler 
capacity, the second step shows the number of Btu. 
required to evaperate this amount of water, and the 
third step takes into account the assumed efficiency of 


/) per cent giving the number of Btu. per hour which 


the oil must supply at full boiler capacity. The remain- 
ing steps merely convert Btu. into gallons of the various 
erades of fuel oil. 





Questions 


“or READERS 


Many correct answers to the April reader's question were 
received; the one reproduced here was selected for brevity 
and simplicity. 





The question was: 


A small air conditioning system for summer cooling 
contains stv air conditioning units arranged as shown in 
fig. 1. These units will produce the indicated tonnage 
of cooling effect wtth a temperature rise of 10 degrees 
in the circulating water and are to be connected wath a 
Flow many qal- 
lons per minute must be circulated through each portion 
of the pipe including the branches to the units. 


reversed return circitlation as shown. 


In order to determine the number of gallons per minute 
of water to be circulated through each portion of the 
pipe it is necessary to find the gallons per minute 
required by each air conditioning unit. This may be 
ascertained in the following manner: 

l Ib. of water when raised one deg. Fahr. will absorb 
one Btu. 

1 gal. of water raised one deg. Fahr. will absorb 

S15 Ib. x 1 Btu. or 8.33 Btu. 
l gal. of water raised 10 degrees, therefore, will absorb 
S.33 Btu. x 10 deg. or S35 Btu., say SS Btu, 

1 ton of refrigeration effect is equivalent to the absorp- 

tion of 200 Btu. per min. 
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Fig. 1—This is the layout with amounts indicated 


1 ton of refrigeration will then require the circu- 

lation of 
200 Btu. S3 Btu. or 2.41 gal. per ton, 

Total tonnage of units equals 18 tons and so the total 

amount of water circulated will be 
1S tons x 2.41 gpm. or 43.38 gpm. 

The portion of the water flowing through each part 
of the piping now may be set up based on the determina- 
tion of the amount for each unit and the addition of these 
amounts on the circulation mains in accordance with the 
size of units supplied by each portion of the piping. 


(Continued on Page 69) 





















































Oil Burner Standards 


Commercial standards for oil burners are 
prepared for final acceptance by the in- 
dustry at general conference in Washington 


( ) N April 27, 1939 a general conference on the 
automatic mechanical-draft oil burners designed for 
domestic installations was held in Washington, D. C. 
This conference was devoted to a general discussion of 
the proposed commercial standard, TTS-2663 (DoMeEs- 
TIC ENGINEERING, May 1939, pages 50-51) and to a 
final revision of this standard. 

This revised standard will now be submitted to the oil 
burner industry for acceptance and will be formally 
adopted upon a written acceptance of 60 per cent of those 
in the industry. The conference also nominated a stand- 
ing committee to consider future revisions of the standard 
prior to consideration for written acceptance. Represent- 
ing the manufacturers on this committee are R. M. Sher- 
man (chairman), Silent Glow Oil Burner Corp.; W. O. 
lum, General Electric Co.; C. Muirhead, Williams Oi1l- 
()-Matic Heating Corp.; Allen F. Reif, Reif-Rexoil ; 
T. H. Smoot, Fluid Heat Division, Anchor Post Fence 
Co.; Ray G. Whipple, Harvey-Whipple Inc. Dealer or- 
ganizations in the following cities will also be invited to 
name a representative on this committee: Boston, Chi- 
cago, Philadelphia, San Francisco, Seattle and Washing- 
ton, D. C. Representing the consumers will be R. K. 
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Thulman, Mechanical Engineer, Federal Housing Ad- 
ministration; H. A. Reolnick, Director, Trent Engineer- 
ing Laboratories ; and the following organizations each to 
be invited to name a representative: American Society of 
Heating and Ventilating Engineers; American Institute 
of Architects; National Association of Purchasing 
Agents; and National Council of Women. 

The development of this commercial standard and the 
work which remains to be done on it is described in the 
following interview with Ross Sherman, Chairman, Oi] 
Burner Institute Standards Committee at Washington, 
D. C., on April 27: 

“On October 12, 1938, representatives of the industry 
met on call of Oil Burner Institute at Philadelphia and 
elected by popular ballot a Committee of six companies 
to develop standards for the oil burner industry in order 
to achieve greater consumer satisfaction and thereby 
further advance the interests of the industry itself. 

‘Stimulus for the adoption of minimum standards had 
already been provided by request from Federal Hous- 
ing Administration which was experiencing faulty in- 
stallation work and consequent owner dissatisfaction in 
connection with its insuring operations. 
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A portion of the Stan- 
dards Committee. Left 
to right: C. F. Curtin, 
Oil Burner Institute; I. J. 
Fairchild, chief Division 
of Trade Standards; Ross 
Sherman, chairman of the 
committee; C. Muirhead; 
T. H. Smoot; Ray G. 
Whipple; and W. O. Lum 

























“The Committee met on October 21, 1938 and decided 
that the problem might best be met by dealing with four 
requisites : 

1. The requirement of a performance test by dealer. 

2. Qualifications of dealer by manufacturer. 

3. Consideration of extending manufacturers’ guar- 
antee, 

4. Test procedure, marking, and supervision of same. 

“The Committee met again on November 1 in Wash- 
ington to discuss the establishment of minimum require- 
ments that would effectuate the intent of the industry in 
the setting up of standards. 

“Another meeting of the Committee was held in New 
York on November 14. At this meeting the Committee 
gave consideration to its letter of November 5 to Fed- 
eral Housing Administration and their reply dated No- 
vember 9. 

“On November 15 following due notice, the industry 
met in New York to receive the first report of the Com- 
mittee. There were present 41 representatives of oil 
burner manufacturers whose combined output approxt- 
mated 70 per cent of the unit volume of the industry. 
This industry meeting adopted in principle the program 
submitted by the Committee and passed the following 
resolution : 

“‘Tt was moved, seconded and carried, that the Oil 
Burner Industry Standards Committee be appointed a 
Standing Committee, with authority to call industry 
meetings at such times as are deemed necessary or to 
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Reading from left to right: R. K, Thul- 
man, mechanical engineer, Federa] 
Housing Administration; Ross M. Sher- 
man, president, Silent Glow Oil Burner 
Corp.; and [. J. Fairchild, chief, Di- 
vision of Trade Standards, National 
Bureau of Standards 






















canvass the industry by mail for opinion or votes: that 





the Committee have authority to confer and seek en 
dorsement or approval of the Bureau of Standards or 
other government agencies; that it undertake investiga 
tions and make recommendations to the industry for 
testing laboratory to carry out the tests as set up by 
the Standards Committee.’ 

“At this meeting the industry approved installation re- 
quirements and performance tests as well as form of oil 







































burner certificate to be placed with each burner instal 
lation. The proposed requirement that the manufac- 
turer certify the dealer to.the best of his knowledge was 
discussed and because of practical field difficulties the 
meeting decided that this proposal be promulgated to 
the industry as a recommendation. s, 

“The Committee held other meetings in New York on 
November 28, December 7, and January 4 and, follow- 
ing due notice, another meeting of the industry was called 
on January 11 in New York, which was attended by 53 
representatives of oil burner manutacturers whose com- 
bined output approximated 85 per cent of the unit vol- 
ume of the industry. This meeting received the second 
report of the committee which embodied standards of 
manufacture and production, also laboratory require 











ments. : 
“The Committee met again in Washington February & 

and formally requested the National suTreat of Stan | | 

dards for cooperation in the promulgation of the stan a 

dards as Commercial Standards. [. |. Fairchild, Chief, 

Division of Trade Standards, National Bureau of Stan 

dards. assured the Committee that the Bureau of Stan 


dards was ready to cooperate with the industry tor this 


purpose. 


NOTE Further developments in the acceptance and nal 
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these standards will be reported in the July issue of Dome 
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“The Committee met again March 14 in Washington 
to consider an installation test procedure and on the fol- 
lowing day the National Bureau of Standards held a 
meeting of the oil burner industry in the Chamber of 
Commerce Building which was conducted by Mr. Fair- 
child. This meeting, after making some changes in the 
standards as submitted there, gave a rising vote of thanks 
to the Bureau of Standards and to the Committee for the 
work that was being done on behalf of the public and 
the industry. 

“The Committee met again in New York March 27 
for consideration of a Laboratory Testing Procedure and 
following due notice a meeting of the industry was called 
in New York on April 17 for the purpose of considering 
and deciding upon this procedure, which with certain 
changes, was adopted by the meeting. This meeting was 
attended by 52 representatives of oil burner manufac- 
turers whose combined output was at least 85 per cent 
of the unit volume of the industry. 

“Another meeting of the Industry was held on April 
27 in Washington under the auspices of the National Bu- 
reau of Standards. At this meeting the Bureau pre- 
sented the entire scope of the Proposed Standards which 
were accepted by those present with some minor changes. 

“Selection of a laboratory or laboratories remains to 
be done and the Committee hopes at an early date to sub- 
mit its recommendations in this respect to the industry 
for discussion and decision. When the industry has 
acted upon a laboratory selection the work of the Com- 
mittee will be concluded.” 


OTHER COMMENTS 


The following comment on the standards and the func- 
tion they will serve in the industry comes from Allen 
Reif, Reif Rex-Ouil, Inc., of the Standards Committee: 

“Let me highly commend your editorial effort in both 
AUTOMATIC HEAT AND AIR CONDITIONING AND DOMEs- 


TIC ENGINEERING in promoting the manifold advantages 


and value attendant upon acceptance and enforcement of 
the recommendations of the Oil Burner Industry Stand- 
ards Committee of which I am a member. It will be 
gratifying I am sure to every member of the standards 
committee to know that through your publications the 
hours of labor involved, study and analysis in creating 
these standards will be given the full measure of their im- 
portance for the benefit and protection of distributors, 
dealers and consumers. 


STANDARDS JUSTIFY CONFIDENCE 


‘The oil heating industry from its inception has been 
a highly specialized business. In developing the market 
and creating acceptance of automatic oil heating, manu- 
facturers like ourselves equipped and maintained labora- 
tories, research departments, field engineers, manufactur- 
ing and service standards and facilities which we felt 
were necessary to not only show progress in the devel- 
opment of the art but to justify the confidence of our 
dealers and users and to take and maintain a responsibil- 
ity which we felt was justly ours. 

“There still remains in the industry a bulwark of pio- 
neer manufacturers to whom these industry standards are 
no novelty because they are now and always have been 
generally accepted practices followed for years and re- 
flected the stability, permanence and responsibility of 
those manufacturers. 

“For the others the standards will require major ad- 
justments, complete and better manufacturing facilities, 
the selection and use of quality accessories, the employ- 
ment of better engineering design and installation proced- 
ure to insure minimum CO2, more careful assembly, 
thorough test of equipment, adequate installation and 
service instructions and reasonable guarantees. 

“The important action now is making every distributor, 
dealer and even consumer vividly conscious of the value 
of these standards as his guide to and assurance of greater 

(Continued on Page 97) 


Speakers at the conference from left to right: W. O. Lum, consulting engineer, General Electric Co.; Harry F. Tapp, manager, 
oil heating and air conditioning divisions, Gilbert & Barker; and T. H. Smoot, general manager, Fluid Heat Div., Anchor Post 


Fence Co. 
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AND 


MATERIAL 


Article No. 10 


| 

‘| Hk estimating data given in this article and 

the other articles of the Labor and Material series is de- 

signed to meet the needs of the contractor who bids on 

jobs calling for the installation of plumbing and heating 

fixtures and equipment. All labor figures are based on 

the average amount of work performed by one mechanic 
and one helper. 

Actual labor costs are naturally not included because 
wages vary in different localities. It is therefore neces- 
sary for the reader to multiply the number of labor hours, 
as given in each table, by the local hourly wage rate for 
one mechanic and one helper, in order to obtain actual 
labor costs. The amount of profit and overhead which 
should be added to labor and material costs in computing 
a final bid will be the subject of a later article. 


EXTRA HEAVY CAST IRON SOIL PIPE SEWER 
Material required and an estimate of labor for an in- 


stallation of extra heavy cast iron sewer is given in the 
following table. See Fig. 5. 








Material 





1,000 ft. 12 in. extra heavy C.I. pipe 
1,800 Ibs. calking lead 

180 Ibs. oakum 

36 bags charcoal 





Labor 





Based on an average production of 60 in. total diameter per 
S hour day for mechanic and helper, 
it 2 Me I 660 0S wk 6 Osea swe 66 ob 6 eke ts Cone eet-aet 2,400 in. 
2,400 — 60 40 days total labor 
Calking lead, based on 45 Ibs. ver day for mechanic and 
helper, 
40 days 45 Ibs. 1.800 Ibs. 
Oakum required equals 10 per cent of lead weight 
10 per cent < 1,800 180 Ibs. 
Charcoal required equals 1 bag per 50 Ibs. of tead 
1,800 Ibs. 50 ibs. 36 bags 








STONE WARE, ACID DRAIN 
In Fig. 7 1s shown an acid drain installation of stone 
pipe. Materials and labor estimate for the job appears 
in the next table. 








Labor 





Based on an average production of 75 in. total joint diameter 
per S hour day for mechanic and helper. 


ee ee a se neces bh éN DOSED OCHO ESS . B80 In, 
ae ec cic ccceeseeseeeseeereni 24 in. 


5 3 in. x 2 in. fittings.... ' 
13 in. x 2 ing x 2 in. fitting - 
es ee i ee een eee eee ae eee eee ee G in. 
22in. x 2 in. fittings... . SS In, 
ee eines oe CON SSTSHOC REC EO HOORSO steance ene 
TTS TE TTT TTT PEP TTT TTT Te con ee 


Total 
120 in. -—- GS in. 
Estimate 


7 «dnys 
peoweees I y% day — 





Vnterial 





30 ft. 3 in, stone pipe 
36 ft. 2 In. stone pipe 
33 in. hangers 

3 2 in, hangers 

5 3 in. x 2 in. V's 
3in. x 2 in. x 2 in. VY 
3 in. 45 deg. ells 

2 in. x 2 in, V's 

2 in. 45 deg. ell 

2 in. 90 dex. ells 
Pipe joint compound 








COPPER PIPE AND SOLDER FITTINGS 

The 
amount of material and the labor require] tor this job 
are given in the table below. 


In Fig. 4 is shown an installation of nine sinks. 








VMuaterinl 





3 ft. 3 in. copper pipe 

36 ft. 2 in. copper pipe 

. hangers 

3 2 in. hangers 

5 3 in. x 2 in. copper drainage Y's 

13 in. x 2 in. x 2 in. copper drainnge Y 
2 3 in. copper drainage 45 deg. ells 
22in, x 2 in. copper drainage Y's 

1 2 in. copper drainage 45 dex. ell 

9 2 in. copper drainage 00 deg. ells 





Labor 





Based on 7 min. per outlet for 2 in. fittings and S min. per 
outlet for 3 in. fittings for mechanic and helper. 








Fittings Outlets 

2 in. 3 in. 

5 Zin. x 3 in. x ZB in. 5 10 

13in. x 2 in. x 3 in. 4 i 

23 in. x B in. i] 
Z22in. xs Zin. x ZB in. 6 
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i. STREET SUPPLY 
a ee ee ee es og bck ic ivec dbcbvecesnvuceens 231 min. 
as ee te ss 6.6 o kak oo .0 Fes tb and cawheeer 120 min. 
PANEL 
ES. ore he db ho oe o owe eee ee che new ea ecweseioal 351 min. 
351 min, — 60 min. — 6 hours approx. 




















Estimate % day for mechanic and helper. 








COMPRESSOR 


2 
b CORPORATION PIPE 


3 j 























Fig. 3 shows an installation of Class B corporation 
pipe for which a labor and material estimate is made in 





Fig. 1—This drawing shows the piping layout for a pneumatic 
water system. No table is given for this installation, but it is the following table. Estimates for other classes will 
reproduced to assist the reader in taking off materials for follow 

similar jobs he may run across ‘ 











ROOF Rout Material 


; : 
——<— AiR VENT 
A VENT & TRAP. OOS namene~ a 
\ Pipe 


MR VENT CISCHARGE icant aan > ”> ” °? 
| tw 24 12 ft. lengths of 12 In. corp. pipe, class B @ 82.1 Ibs. per ft. 
—_— 2 12 in. hub-end gate valves 
























































bor SAS DDD om none rel ieee 4 12 in. x 6 in. corp. tees @ 458 Ibs. each 
em eeeen A aa 4 6 in. corp. plugs @ 14 Ibs. each 
aaal Total 12.8 tons 
Lead 
Fig. 2—Shown above are sketches showing the method of vent- 30 12 in. joints @ 19 Ibs. ench....... 2. eee cece ee eees 570 Ibs. 
ing overhead and downfeed hot water systems. No table given 4 6 in, joints @ 10.25 Ibs. ench..............--++5-- 41 Ibs. 
Oe ee eer Pe ee eer err. Te 611 Ibs. 
FOUR —12 BY 6IN. TEES Hemp 
a * XG iennnng Ly _ 30 12 in. joints @ .G1 Ibs. ench..............0002se0e- 18.3 Ibs. 
i2 IN.’ cle WN | © Dak Gee: @ Ge Te ie 0 nko oh cce cccsnsvesics 2 Ibs. 
- 268~ 0” NE hive v vie ct ceddbudintbicekeseeseviesiivcei 19.5 Ibs. 
| Labor 
12.8 tons @ $15.00 per ton — $192.00 including crane and plac- 
ing In trench for handling 
Fig. 3—-An installation of 12 in. corporation pipe, A. W. W. A. 258 ft. = 24 ft. oe ony = days for laying pipe 
Labor and material estimate for this job is given in the table Of Sar Se ee waseonwy of lead per Gay for mechanic and helper: 
at the right 2 12 in. valves 24 in. in dinmeter 
4 12 in. tees — 48 in. in diameter 


4 6 in. plugs 24 in. in diameter 





aia ae sail » 7 eee i} in. in diameter 
” - aes i in. = 30 In, 3 days Inbor 


3 days + 12 days 15 days for job 











9 SINKS 














FIXTURE ROUGHING 


Fig. 4—The drawing above shows an installation of nine sinks ae ee netallati a oe 
. . . e . ° . 4 : ¢ . a ’ Ta ri ° ‘2 
with copper pipe and solder fittings. Estimating data at the , wy bat If. Aas an IMstavauion Calling FOr MXtuUre 
bottom of Page 51 roughing in the ceiling for seven water closets, one slop 

sink and four lavatories. See the following table for 


materials required for the job, and labor estimate. 
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“SEWER 20 ft. 4 in. double hub C.I. pipe 10 4 in. joints....... 40 in. 
5 ft. 3 in. double hub C.i. pipe Ef FO rrr 3 in. 
Fie. 5 as oe a . 15 ft. 2 in. double hub C.I. pipe 8S 2 in, joints....... 16 in. 
‘ig. 5—Above, a 1,000 ft. run of 12 in. extra heavy cast iron soil 3 4 in. hangers “> 9- eae 56 in. 
pipe sewer; estimating data given in the first table of this article 8 in. hanger ar aS eee 7 in. 
2 2 in. hangers fe , Serre 6 in. 
7 4 in. Y's Be is o'e'ws th 6 0 6% G& in. 
rn a ea Sala Halla 1 4x3 in. reducer ft Se Gs 6 bee knee se 5 in. 
. 13 in. ¥ 2. i. Saree 20 in. 
—— - fs i 3 in. T.Y Os os horas ao ai S in. 
AM ne BAR nh wath oth as 1 3x2 in. reducer SA Sow cene wea 3 in. 
5% 2 in. V's i ae es is do vane ee 2S in. 
42in. “% bends ff f Sy 28 in. 
13 in. % bend ee 
Fig. 6—Above, an installation of seven water closets, one slop 7 4 in. % bends Total dinmeter....226 in. 
sink and four lavatories for which estimating data is given in 12 ft. 1% in. galv. steel pipe 
the table at the right 41% in. galv. Tucker T Y's Basis of estimating: 45 in. 
drainage in diameter of joints equal 
Fig. 7—Below, a stone pipe installation for acid drainage. Labor 9 ft. 4 in. lead pipe eight hour day for mechanic 
and material requirements given in the second table of this article 7 4 in. brass ferrules and helper. 
15 ft. 2 in. lead pipe 226 = 45 — % days 
7 2 in. solder nipples lend work...... 1 day 
9 yp ; 30 Ibs. solder gniv. went...... % day 
Lf Lf. fs 175 Ibs. lend 
IS Ibs. onkum Total estimate 6% days 
: b A fhe Gee a. 3% bags charcoal 
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The drawing reproduced above shows the general layout of the heating system with both supply and return mains for the various zones 


(Continued from Page 43) 
increasing the number of apartments to sixteen. Fach 
apartment is equipped with a completely modern bath- 
room with recessed tub, shower and up-to-date lavatory. 
Kach kitchen has a cabinet sink and tray combination 
with gas range and electric refrigerator. 

Originally a one pipe steam system was figured for 
this building, but Mr. Nolan, the heating contractor, suc- 
ceeded in selling the owner the zoned idea in order that 


each tenant could regulate the temperature of his apart- 
to suit his individual needs. The old apartments 
and the 
» S40. 


ment 
rented tor $18 


range 


rent of the new 
the 


Since the remodeling 


rented 
O75 


when 
middle 


apartments from ti rear, 


apartments being lowest in price. 
has just been completed, only two of the new apartments 


are now occupied, but a great deal of interest 1s being 


shown and it is expected that the building will be fully 


occupied in the near future. 


C.—Below is another view of the installation showing the piping was carried through the brick foundation wall 
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N. Y. Follows Through 


®@ Pres. Stockinger pushes state code as result of action at con- 
vention, held in Buffalo, A pril 24-26. 


A few days after his election as 
president of the New York State Assn. 
of Master Plumbers, Jacob Stockinger, 
Jr., swung into action in order “to 
arouse interest in the state association 
and make it the outstanding state or- 
ganization in the nation both as to 
membership and _ services rendered.” 
An assistant to the president, R. G. 
Bookhout, has been appointed to take 


care of organization and membership 
work. 
Another activity of Mr. Stockinger 


was to call for cooperative action by 
the state group in working for the 
passage of a bill which will provide a 
state wide plumbing code and in par- 
ticular, will protect the health of the 
people in outlying districts. It was 
drafted by the standardization com- 
mittee of which Jere L. Murphy of 
New York is chairman, and is endorsed 
by the state department of health. 
Those who will assist Mr. Stockinger 
in this year’s administration are How- 
ard Coon of Syracuse, vice-president; 
Henry Billharz of Elmhurst, secretary; 


Charles H. 
treasurer. 
The action by President Stockinger 
in connection with the proposed state- 
wide code was inspired by the atten- 
tion given to this subject at the con- 
vention, held in Buffalo April 24 to 26. 
One of the principal addresses was 
given by Prof. Walter S. L. Cleverdon 
on cross connections. Mr. Cleverdon 
placed the functions of the master 
plumber, the plumbing inspector, the 
sanitary engineer and the physician in 
the relationships they should assume 
ir preventing the spread of water- 
borne disease. He described the mod- 
ern understanding of faulty plumbing 
as a germ-carrier. Typical conditions 
under which disease might be spread 
through a plumbing system were shown. 
The vice-president of the National 
Assn. of Master Plumbers, Henry S. 
Blank of Dayton, Ohio, pointed out the 
necessity for good inspection and, in 
particular, for the enforcement of 
present plumbing codes in order that 
the public may benefit from engineer- 


Mentzinger of Brooklyn, 


ing standards already in effect. He 
recalled that plumbing inspectors usu- 
ally see only the good work done by 
the better contractors. He expressed 
the opinion that at least one plumbing 
inspector is needed to each 50,000 and 
and that such inspectors should def- 
initely be under civil service in order 
to be free of political influence. Also 
inspectors should not be unsuccessful 
master plumbers or journeymen. 


Stresses Enforcement 

He urged the members to work for 
better enforcement and to offer their 
services to local administrations in 
securing such enforcement. Mr. Blank 
also feels that from sons of master 
plumbers competent legal talent should 
be found in order that plumbing cases 
can be presented to courts by men 
who understand the _ intricacies of 
plumbing. Mr. Blank also advocated 
the inclusion of water piping in all 
codes, feeling this is more important 
to health than waste lines which all 
assume belong to plumbing. The na- 
tional vice-president pointed out that 
just as it has taken years to get good 
codes, it will probably take as many 
years to get these properly enforced. 

Informative talks were given by Dr. 
Francis E. Fronczak, health commis- 
sioner of Buffalo, who agreed on the 


Group photo of members and auxiliary guests at the annual convention of the New York State Assn. of Master Plumbers 
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In the National Biscuit Company’s 
— at Cambridge, Mass., chocolate 
ettles and marshmallow beaters are 
two of the many p vieces of equipment 
requiring controlled heat. Forutmost 
efficiency, the- steam pipes are 
insulated with Keasbey & Mattison 
“Featherweight” 85% Magnesia, one 
of the most efficient insulators ever 
developed for temperatures up 


to 600°F. 
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The material was supplied and 
installed by Standard Asbestos 
Covering Co., Boston, Mass., who 
say: “Every plant presents its own 
problems, often requiring exact 
temperature control as well as heat 
conservation. Our services consist of 
supplying the right insulation for the 
job and then applying it right. The 
high efficiency and uniform quality 
of K&M insulations invariably make 
this job easier for us and produce 
satisfied customers.” 


For quality products and intelli- 
ent service, get in touch with your 
K & M Distributor. 


“REATHERWEIGHT” 


Bb % MAGNESIA. 





“The Time-Proven Insulation” 


KEASBEY & MATTISO 


District Sales Offices in Principal Cities 


With Keasbey & Mattison Asbestos and Magnesia insulations, you 
can give your customers real results, in terms of heat and money 
saved...increasing their satisfaction with your service, building good 
will and additional business. K & M materials cut heat loss because of 
their lasting high efficiency. They are priced right and sold by the 
right people ... sold only through established channels of distribu- 
tion. Distributors’ warehouses are strategically located throughout 
the country for quick service. 





COMPANY 


AMBLER, PENNA. 
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K aM insulation helps to put the flavor 
into National Biscuit Co. products 


See K 4 M's Fiery Snow- 
man and Exhibit in the 
Home Building Center 


at the N.Y. World’s Fair. 
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Principals at New York convention: Hugh Cuthrell, Brooklyn 
S. L. Cleverdon; H. S. Blank, national vice president; Wm. 


need for more and better plumbing in- 
spection, and Hugh Cuthrell, vice-presi- 


dent of the Brooklyn Union Gas Co., 


who outlined advantages of master 


plumber-utility cooperation. 


Resolutions adopted referred to (1) 


restrictive legislation on the sale of 


plumbing materials to guard against 


back-siphonage and 
method 


could 


cross connections, 
plumbing; (2) a 


plumber 


other faulty 


by which the master 
basis similar 
through 
payment 


gas appliances on a 
utilities, 
monthly 


sell] 
te that used by the 


which long deferred 


plans are available; (3) inspection of 


installations regardless of 
equipment, for the 
health; (4) 
display by 
belonging to and national 
association: (5) compulsory examining, 
registering and certifying of those who 
plumbing fixtures; 
standardization of 


all sanitary 
who installs the 
maintenance of public 
membership emblems for 


those state 


install and service 


(6) opposition to 
pipe; (7) subjection of 


and iron 


building projects to local codes. 


stee] 


public 


Members and women guests at the 
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Okla. Annual 


® Association plans three cam- 
paigns at convention 


Three important campaigns were 
launched by the Master Plumbers Assn. 
of Oklahoma at its 37th annual con- 
vention, held in Oklahoma City, May 7, 
S and 9 when 145 delegates were in at- 
tendance at the Biltmore Hotel. 

Two of the campaigns deal with the 
the rural plumbing mar- 
and 


expanding of 
ket through farm 
through repair and remodeling work in 
with the FHA. The third 
is to secure a state code in 1941, this 
year’s legislative body having failed to 


electrification 


connection 


pass such a measure. 

The delegates attending the conven- 
tion were of the opinion that advertis- 
ing was their best medium for educat- 
ing customers, and speakers’. urged 
master plumbers to ¢ater to the women 
in streamlining bathrooms, etc. 

Rural work in 


electrification more 


annual convention of the Master Plumbers 


‘ 
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Union Gas Co.; Jacob Stockinger, Jr., new president; Prof. Walter 
Ludlow, retiring president; A. A. Westphal, retiring secretary 


than 25 counties has brought electricity 
to thousands of Oklahoma farms, thus 
increasing the plumbing markets in the 
past year. However, the minimum of 
three customers to every mile of electric 
line has not been attained. 

A. T. Hogel of Muskogee was chosen 
president for the ensuing year. Other 
officers are S. D. Russell, Oklahoma 
City, vice president; William F. Black, 
Knid, treasurer, and Berry Rader, Mus- 
kogee secretary. A. M. Bateman and 
A. H. Moore, both of Oklahoma City, 
are the retiring president and secretary 
respectively. 


Health Talk 


Thirty members attended last month’s 
meeting of the Master Plumbers Assn. 
of Montclair, Bloomfield, Verona and 
Vicinity, N. J. Highlights were talks 
by Charles T. Foulk, new health officer 
of Bloomfield, and several members of 
the board of health on cooperation be- 
tween the board and association. 


of Oklahoma, held May 7-9 
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GIVE AMERICA BACK TO THE INDIANS 


VER stop to realize how utterly your comfort, 

safety, life itself depend upon steel? When 
you eat, sleep, walk, ride, telephone or telegraph 
you are using steel. 


Without steel there would be no newspaper, 

no radio; no heated homes, no modern office 
or factory buildings; no electric light, no gas, 
no oil. And as for national defense -- steel is 
the very bulwark of the nation. 


Everything you use and enjoy depends 
directly or indirectly on steel. Because of 


improvements made in steel in recent years 
thousands of products are of better grade, and 
cost less -- and hundreds of new products are 
possible. The steel industry knows how im- 
portant it is to employment and prosperity to 
maintain constant improvement in steel and 
manufacture. That is why Youngstown spends 
millions to improve its facilities and products 
and to help the public employ steel to better 
advantage. 


THE YOUNGSTOWN SHEET AND TUBE COMPANY 


Manufacturers of Carbon and Alloy Steels 


General Offices . . 


Sheets - Plates - Pipe and Tubular Products 
Conduit - Tin Plates - Bar - Rods - Wire - Nails 
Tie Plates and Spikes. 


(OUNGSTOWN 


25--13B 


. YOUNGSTOWN, OHIO 
































Principals at New York convention: Hugh Cuthrell, Brooklyn 
S. L. Cleverdon; H. S. Blank, national vice president; Wm. 


need for more and better plumbing in- 
spection, and Hugh Cuthrell, vice-presi- 
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Okla. Annual 


® Association plans three cam- 
paigns at convention 


Three important campaigns were 
launched by the Master Plumbers Assn. 
of Oklahoma at its 37th annual con- 
vention, held in Oklahoma City, May 7, 
S and 9 when 145 delegates were in at- 
tendance at the Biltmore Hotel. 

Two of the campaigns deal with the 
expanding of the rural plumbing mar- 
ket through farm electrification and 
through repair and remodeling work in 
the FHA. The third 
is to secure a state code in 1941, this 
year’s legislative body having failed to 


connection with 


pass such a measure, 

The delegates attending the conven- 
tion were of the opinion that advertis- 
ing was their best medium for educat- 
ing customers, and speakers’ urged 
master plumbers to cater to the women 
in streamlining bathrooms, etc. 

Rural more 


electrification work in 


‘ 
ry 


June, 1939 








Union Gas Co.; Jacob Stockinger, Jr., new president; Prof. Walter 
Ludlow, retiring president; A. A. Westphal, retiring secretary 


than 25 counties has brought electricity 
to thousands of Oklahoma farms, thus 
increasing the plumbing markets in the 
past year. However, the minimum of 
three customers to every mile of electric 
line has not been attained. 

A. T. Hogel of Muskogee was chosen 
president for the ensuing year. Other 
officers are §S. D. Russell, Oklahoma 
City, vice president; William F. Black, 
and Berry Rader, Mus- 
kogee secretary. A. M. Bateman and 
A. H. Moore, both of Oklahoma City, 
are the retiring president and secretary 
respectively. 


Enid, treasurer. 


Health Talk 


Thirty members attended last month's 
meeting of the Master Plumbers Assn. 
of Montclair, Bloomfield, Verona and 
Vicinity, N. J. Highlights were talks 
by Charles T. Foulk, new health officer 
of Bloomfield, and several members of 
the board of health on cooperation be- 
tween the board and association. 


Assn. of Oklahoma, held May 7-9 
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VER stop to realize how utterly your comfort, 

safety, life itself depend upon steel? When 
you eat, sleep, walk, ride, telephone or telegraph 
you are using steel. 


Without steel there would be no newspaper, 

no radio; no heated homes, no modern office 
or factory buildings; no electric light, no gas, 
no oil. And as for national defense -- steel is 
the very bulwark of the nation. 


Everything you use and enjoy depends 
directly or indirectly on steel. Because of 


improvements made in steel in recent years 
thousands of products are of better grade, and 
cost less -- and hundreds of new products are 
possible. The steel industry knows how im- 
portant it is to employment and prosperity to 
maintain constant improvement in steel and 
manufacture. That is why Youngstown spends 
millions to improve its facilities and products 
and to help the public employ steel to better 
advantage. 
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N. D. Convention 


® North Dakota master 
plumbers favor state code 
and licensing 


The convention of the State Assn. 
of Master Plumbers of North Dakota 


(Fargo, April 25 and 26) stressed the 
need of a state plumbing law and ad- 
vocated the licensing of all plumbers. 
Members were promised the hearty co- 
operation of the state health depart- 
ment in these aims. 

New officers are Bernard Thompson, 
Bismarck, president; Robert Gibb, 
Fargo, vice president; Peter W. Grady, 
Grand Forks, (reelected) secretary- 
treasurer. Directors are M. M. Sornsin, 
Frank Gallagher, T,. J. Garrity, A. W. 
Hoppert, Oscar Lunseth, Charles A. 
Wiley, Melvin Welch and M. H. Strand. 

Lloyd K. Clark, state department of 
health, pointed out the grave hazards of 
faulty plumbing: “Faulty plumbing and 
plumbing fixtures constitute 
hazard to public health, and 
the state health department is inter- 
ested in establishing such regulations 
as will protect the people.” He said that 
is advocating standard 


improper 
a grave 


his department 
plumbing laws and ordinances. 

Hugh C. Corrigan, Fargo health com- 
missioner, suggested that plumbing con- 
tractors might well establish an inspec- 
available to the _ public 
He explained that if 
establish 


service 
charge. 


tion 
without 
the master plumbers would 
such a service and offer to 
inspection of plumbing fixtures in any 
home or business place, giving the 
owner a true picture of his plumbing, 


make an 


DOMESTIC ENGINEERING 


many hazards would be brought to light 
which the owner would be glad to have 
corrected. This would be particularly 
true in older buildings, he believed. 
Mr. Corrigan emphasized that the 
average citizen is woefully lacking in 
information on dangers to himself and 
his family involved in faulty plumbing. 


Florida Annual 


© Pres. Dupree condemns traf- 
fic in insanitary fixtures 


Opening the annual convention of the 
Florida Assn. of Master Plumbers and 
Heating Contractors in Tampa, May l, 
Pres. Henry G. Dupree stressed the 
importance of educating the public to 
the dangers of buying second-hand 
plumbing equipment. 

“Our junk yards are filled with old 
pipe, fixtures and equipment that, in 
the interest of public safety, should be 
destroyed,” he declared. 

Other speakers on the two-day pro- 
gram included Col. Alexander L. P. 
Johnson; Dr. C. D. Hopkins, epidemi- 
ologist for the Tampa Board of Health, 
who spoke on “The Relationship of 
City Sanitation to Plumbing”; Charles 
Lb. Ewing, vice president and chairman 
of the legislative committee, who out- 
lined the proposed new state plumbing 
act now before the Florida Assembly. 

Charles M. Ewing, Miami, was elected 
president; Oscar O. Blauvelt, St. Peters- 
president; Henry Dunstan, 
Leesburg, treasurer; Ralph McGuire, 
Miami, secretary. L. L. Mears, Henry 
Griggs, Jesse Gillums and Louis Flei- 
scher are directors. 


burg, vice 


June, 1939 


Ky. Convention 


® K’nforcement of state plumb- 
ing law main topic at con- 
vention. 


Kentucky master plumbers believe 
they have a good state plumbing law, 
administered under the state board of 
health. But the main business of the 
May 15-16 annual convention of the 
Kentucky Assn. of Master Plumbers, 
held in Mammoth Cave, was to obtain 
better enforcement of that law. A res- 
olution outlining this aim was adopted 
and sent to the state health board. 

Henry S. Blank, Dayton, Ohio, N.A. 
M.P. vice president, made the opening 
address and spoke frequently during 
the sessions. He talked on code en- 
forcement and on the Dayton sticker 
ordinance. He urged better enforce- 
ment of codes to prevent unlicensed 
work. 


Principal Speakers 

Other speakers were Robert Dick, 
Lead Industries Assn., on lead in 
plumbing; Alfred Barr, American Radi- 
ator & Standard Sanitary Corp., “Co- 
operation”; Sidney Bush, Douglas 
Company, also on cooperation in vari- 
ous phases. 

Guests were taken for a ride—a boat 
ride—after the annual banquet. This 
feature was part of a trip through 
Famous Mammoth Cave. Ninety per- 
sons attended the banquet. 

Martin A. Wittmer, Louisville, was 
reelected president; John Wilbers was 
named vice president, and O. H. Mitz- 
laff was reelected secretary and treas- 
urer. 





Members, auxiliary and guests at the annual convention of the Florida Assn. of Master Plumbers and Heating Contractors 
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WHAT A BUILD-UP for your own business is this hard-hitting 
advertising campaign of the American Gas Association. 
Reaching your best customers through their favorite magazines, 
it gives you a swell chance to boost appliance sales and installa- 
tion profits. Talk it over with your gas company. 


AMERICAN GAS ASSOCIATION 


Be sure all the Gas Appliances you sell bear this Approval 
Seal of the American Gas Association Testing Laboratories 
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Mass. Annual 


© Adopt resolution against in- 
sanitary fixture traffic at 
Massachusetts convention 


Massachusetts became the third key 
its weight 
and 
reinstallation of insanitary used plumb- 
ing fixtures d6th 
convention in Boston, April 25 and 26, 


State association to place 


against the indiscriminate resale 


when, at its annual 
it adopted the following resolution: 

plumbing is essential to 
the health of the people in the state of 
throughout’ the 


“Whereas, 
Massachusetts and 
United States, and 

“Whereas, 
second-hand 


buy 
from 


dealers 
fixtures 
fixtures at a 
encouragement 


many junk 
plumbing 
such 


and sell 


with 


plumbers 
profit, consequent 
to junk dealers to solicit the purchase 
of more including fixtures, 
pipe and fittings, and 

“Whereas, junk 


tract the consuming public who finds a 


materials. 


dealers’ prices at- 


handyman to install the purchases, 


“Therefore, be it resolved that we. 


the Associated Master Plumbers of 


Massachusetts, object to these unfair 


and unreasonable conditions and im 


plore all master plumbers to damage 


beyond use all old fixtures, pipe, valves 


and fittings before selling to the junk 


dealer.” 
resolution ap- 


Another important 


proved master plumber-utility com- 


pany cooperation for appliance sales. 

. W. 
legislative committee, explained 
Bill 2170 


gaged in the 


Donoghue, reporting for the 
House 
corporations en- 


The 


regarding 


plumbing business. 


bill as presented requires that the 
owner of a plumbing contracting cor- 
poration must hold a master plumber 


license and must own the greater part 
of the stock. Mr. 
this bill 


sociation. 


Donoghue stated that 


has the support of the as- 


Reporting for the gas conference and 
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At Massachusetts convention: Walter Skinner, vice president; James A. Milne, new 
president; J. Preston Perham, treasurer; H. L. Rose, retiring president 


Per- 


complaints 


committee, J. Preston 
that only 


made during the 


appliance 


ham stated two 


had been term. 
in every case, he said, the gas company 
was found willing to cooperate. 
William P. Scully and W. L. 


Troup compose the committee with Mr. 


past 


very 


Kane, L. 


Perham. 


Trailer Camps 
Proper sanitary facilities at 

camps in Buffalo, N. Y., will be the ob- 

intensive inspection and in- 


trailer 


ject of an 
vestigation by the health board of that 
city. The 
to its inspectors to rigidly enforce all 
The 
evils reported existing in some of the 


board has issued an order 


provisions of the city health code. 


trailer camps, health board officials say, 
can be corrected by a rigid enforcement 
of the existing health regulations and 


ordinances. 


Colorado Annual 

The Colorado Society of Sanitary and 
Heating Engineers continued its habit 
of reelecting Edwin B. Clayton presi- 
dent by naming him for the fourteenth 


time at the 42nd annual convention, 


held May 15 and 16 in Denver. 
Other officers are John M. Mac- 

Indoe, first vice president; John Dal- 

ton, second vice president; J. P. 


Brickey, secretary-treasurer; John Cul- 
lyford, sergeant at arms. 

One unusual resolution was passed 
that a committee be appointed to ex- 
amine into the sanitary conditions of 
the next convention place, with power 


to select the headquarters. 


Headline speakers were Edwin B. 
Clayton (president’s report); R. G. 


Creviston. Crane Co.: L. L. Smith, 
Kohler Co.: H. Merwin Porter, national 
president; C. H. Barnes. 


Members and guests attending the 42nd annual convention of the Colorado Society of Sanitary and Heating Engineers 
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IDEAL 


UNIT NO. 11 








This new Boiler-Burner unit 
is deluxe in appearance, 
modest in price. Its built-in 
Water Heater and many 
other outstanding features 
will help you sell more sum- 
mer modernization work. 
Completely coordinated in 
every respect, the burner 
flame and Boiler combustion 
chamber are matched and 


balanced for utmost effic- 
iency and economy. The new 
Arcoflame Oil Burner itself 
is silent, clean, dependable. 
Its many features assure long, 
trouble-free service. Sell the 
Arcoflame Balanced Heat- 
ing Unit No. 11 as the 
answer to the best oil heat- 
ing at budget costs inaverage 
sized homes. 








No down payment... 
to pay... you get full cash on completion of the work. 





“Standard” CUSTOM-LINE SINK 





P 7015 Custom-Line Back Ledge Sink 


Specially developed to 
give full play to home- 
owner's ideas in plan- 
ning individualized 
kitchens with built-in 
cabinets. The extended 
back shelf and new deck 
type fittings will appeal 
to everyone. 


USE THE LIBERAL TERMS OF OUR NEW 





SUMMER PLAN TO URGE CUSTOMERS TO BUY NOW 


no payments till August 31st... up to 4 years 














“Standard” NEO-ANGLE BATHROOM 


The Neo-Angle Bath, Companion Lavatory and One-Piece 
Closet offers a fine combination to stimulate bathroom mod 
ernization sales. With hot weather already here, stress the 
standing and sitting shower feature of the Neo-Angle Bath. 


THE NEW ARCO SUNRAD RADIATOR 


Home-owners will want to 
replace old, inefficient 
rddiators when they see this 
new Sunrad Radiator. An 
integral type unit, it is slim, 
gon dlooking, supplies b th 
radiant heat and convected 
heat. Takes little space no 
matter where installed. 





Visit our exhthits at the 
New York World's Fair and Golden Gate Exposition 


American , Standard 


Raprator ™ Sanitary 
CORPORATION 








NEW YORK PITTSBURGH 


Boilers & Furnaces { ( () é e | °* Pp g | 
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Indiana’s 43rd 


@ Association condemns 1n- 
sanitary used fixtures 


A definite consciousness of a re- 
sponsibility for public health; a long 
term plan for increasing membership; 
the need for active efforts to bring 
about closer cooperation between all 
factors in the plumbing and heating in- 
dustry: these were the outstanding fea- 
tures of Indiana’s 43rd annual conven- 
tion, held May 8, 9 and 10 at Terre 
Iiaute. 

Fred J. Eibel, Jr. of Gary is the 
newly elected president who succeeds 
John H. Niewoehner of Richmond. 
D. W. Liniger, Marion, was elected vice- 
president. Albert Brown of Gary was 
elected secretary-treasurer to succeed 
Lindo I. Reynard, Richmond. 

The new board of directors consists 
of Earl L. Clevenger, Muncie, A. G. 
Sandberg, Lafayette, J. G. Hayes, In- 
dianapolis, H. E. Hattersley, Fort 
Wayne, Charles Kantman, Terre Haute, 
Joseph P. Fleck, South Bend, and John 
H. Niewoehner, Richmond. 

It was voted that a plan should be 
worked out for the purpose of increas- 
ing membership of the association. It 
was suggested that such a plan might 
call for the employment of a paid state 
secretary. 

After the reading of a paper on the 
health hazards in the reinstallation of 
second-hand fixtures, Indiana passed a 
resolution aimed at the elimination of 
this menace. It is similar to those 
passed by Ohio, Michigan and Massachu- 
setts. (See Page 60.) 

A second resolution expressed ap- 
preciation to state senators and repre- 
sentatives for their support of the sani- 
tary plumbing bill in the last session 
of the Indiana Legislature. 

Speakers included Homer S. Yetman, 
Lead Industries Assn. and Thos. M. 
Dugan, National Tube Co. 


Throng attending the 


annual dinner-dance of the California 
















At Indiana convention: Charles Kantman (director), Terre Haute; Albert W. Brown, 

Gary; Fred Eibel, Jr. (new president), Gary; John H. Niewoehner (retiring president), 

Richmond; D. W. Liniger, Marion; A. G. Sandberg (director), Lafayette; Earl L. 
Clevenger (director), Muncie 


Calif. Annual 


® West coast convention draws 
large attendance 


Approximately 775 members’ and 
guests attended sessions and _ social 
functions at the 38th annual conven- 
tion of the State Assn. of Master 
Plumbers of California, held May 8&8 to 
11 in Los Angeles. Business sessions 
were held on each of the first three 
days. J. J. McLeod, San Francisco, 
was elected. president; Clyde Hickman, 
Long Beach, vice president; Harvey H. 
Holland, Sacramento, secretary-treas- 
urer. Louis C. Breer, Los Angeles, A. 
O. Reed, San Diego, Harry L. Pahl, 
Stockton, retiring Pres. Loy F. Johns- 
ton, Los Angeles, and L. J. Kruse, Oak- 
land are directors. 

Inthe mainthe convention was devoted 
to subject discussiong and reports by 
members. The following presented re- 
ports or made introductions and talks: 
William Nies (convention chairman), 
Lou Breer, Loy F. Johnston, past Pres. 


A Ss. 


Alexander Coleman, Clyde Hickman, Al 
Rice, Herbert R. Fielden, C. M. Swin- 
nerton, W. H. Graham, H. Dixon, P. J. 
Scanlan. 


Mich. Inspectors 

The recent outbreak of undulant fever 
at Michigan State College, made possi- 
ble by antiquated, faulty plumbing in- 
stallations, was thoroughly discussed at 
the semi-annual convention of the 
Michigan Plumbing Inspectors Assn. in 
Lansing May 13. Raymond Faust of 
the state department of health de- 
scribed the faulty installations, and a 
round-table discussion followed his talk. 
Past Pres. Albert Swartz presided at 
the sessions. 

Other speakers were Joseph Wolfe, 
Detroit; L. A. Cornelius, A. S. S. E.; 
William Cary, Jr. and John M. Hepler, 
state department of health. 

New Officers are M. L. Ferris, Battle 
Creek, president; Thomas Arnott, De- 
troit, vice president; Frank Dains, 
Lansing, secretary; Albert Swartz, 
Grand Rapids and Frank Ockenboc, 
Farmington, directors. 
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Judividudl 


LOW WATER 
AND PRESSURE 
CONTROL CIRCUITS 


Jusure 
MINNEAPOLIS-HONEYWELL 





perpen low water cut-off and pressure con- 
trol circuits operated by separate bellows leave 
no chance for sludge, lime, or corrosion to create 
a hazardous condition. If only one bellows and 
one circuit are used, fouling makes both controls 
ineffective and considerable damage can result. 
With two, the Pressuretrol is always ready to shut 
off the burner in the event of dangerous pressure, 
even though the bellows of the low water cutoff 
(installed as all such cut-offs must be, at the water 
line) should fail to operate. The M-H Low Water 
Cut-off can be easily and quickly installed in 
standard gauge glass mountings. There is plenty 
of room for making connections — an ample 
sludge pocket is provided — sealed switching and 
positive protection against corrosion are furnished 
by Con-Tac-Tor Mercury switches. Dependable 
controls cost less than service. Depend upon con- 
trols bearing the M-H Symbol and insure boiler 
safety. Minneapolis-Honeywell Regulator Com- 
pany, 2801 Fourth Ave. South, Minneapolis, Minn. 
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PER APARTMENT IN JANUARY 
FOR HEAT AND HOT WATER! 
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MAKES ASTOUNDING ECONOMY RECORD 
IN 40-APARTMENT BUILDING 


Only twelve tons of coal at $2.85 per ton furnished both heat and 
domestic hot water for the month of January to this Monoflo heated 
Pittsburgh apartment. Even at higher fuel prices prevailing in other 
localities, this low tonnage would show an amazing operating economy. 

The piping layout presents an interesting example of Monoflo System 
design for higher buildings. Due to the location of the building on a 
steep hillside, the boiler is actually five stories below the roof. Division 
of the system into three zones provides accurate control of the heat sup- 
ply and most effective conservation of fuel. The supply main is carried 
to the attic, with single pipe risers dropping into a reversed return 
main in the basement. To equalize the distribution of hot water to the 
radiators, a Monoflo Fitting is installed at each radiator’s connection. 

Monoflo System design and installation data are available upon re- 
quest. Write to— 


BELL & GOSSETT CO. 


3000 WALLACE STREET, CHICAGO 
Canadian Licensee: S. A. Armstrong, 720 Bathurst St., Toronte 


MONOFLO SYSTEM 





ASK YOUR REGULAR WHOLESALER 







































June, 1939 


Connecticut 49th 


© Group approves Waterbury 
plan of control of used fix- 
ture reinstallation 


Three hundred took part in the re- 
sultful 49th annual convention of the 
Master Plumbers Assn. of Connecticut, 
Inc., held in Waterbury, May 9 and 10. 

Attempting to adapt methods used in 
Waterbury to the state-wide problem, 
the membership adopted the following 
resolution on the sale and reinstallation 
of second-hand plumbing fixtures: 

“Whereas, the use of discarded 
plumbing fixtures in many instances 
may be the means of spreading disease, 
and their promiscuous sale is there- 
fore to be deplored, and 

“Whereas, it appears that for the pro- 
tection of the public some control of 
the re-sale of used fixtures should be 
established throughout Connecticut, as 
has been done by ordinance in the City 
of Waterbury. 

“Be it resolved that the state sani- 
tary committee assume the responsi- 
bility of disseminating information 
among all local associations of master 
plumbers in the state, and by other 
means as they may find desirable, using 
the Waterbury ordinance as a guide to 
local authorities.” 

(For explanation of Waterbury plan 
and quotation of the ordinance, see 
Smash Old Fiztures article, DOMESTIC 
ENGINEERING for December, 1938, Page 
46.—Ed.) 

Other important resolutions approved 
the relationships existing between mas- 
ter plumbers and utilities companies in 


DOMESTIC ENGINEERING 
the state for the promotion of appliance 
sales by contractor-dealers; suggested 
that only licensed master plumbers 
should be granted permits for construc- 
tion of plumbing; approved the idea of 
making the next convention the golden 
anniversary of the association. 
Following are the new officers for 
the coming year: M. J. Hyland, Water- 
bury, president; Steven Miller, South 
Norwalk, first vice president; Ralph 
Wilmot, New Haven, second vice presi- 


dent; J. M. Forger, Norwalk, (re- 
elected) financial secretary; R. W. 
Heebner, Waterbury, recording secre- 


tary; Philip J. Brown, Middletown, (re- 
elected) treasurer. 


WashingtonState 


© State code, separate con- 
tracts, trade practice acts, 
occupy members 


A. E. Warren, Spokane was elected 
president of the Assn. of Master Plum- 
ers of the State of Washington at its 
annual convention in Seattle, May 3 
and 4. B. E. Rose, Seattle was named 
vice president, and G. A. Weber, Ta- 
coma was reelected secretary and treas- 
urer. 

Pres. E. G. Spangler, presenting his 
report, commended Dr. Donald 4G. 
Evans, state director of health, for his 
efforts toward a proposed state plumb- 
ing code. This bill died in committee; 
but speaking later at the annual ban- 
quet, Dr. Evans stated his belief that 
his office had general powers which 


might enable him to make provisions 
in the code operative. 
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Mr. Spangler also reported that the 
association had cooperated with the 
electrical association in presenting a 
law which would require the states, 
counties and other government bodies 
to take separate bids in electrical in- 
stallations and on combined plumbing, 
gas fitting, steam and hot water heat- 
ing, ventilating and air conditioning in- 
stallations. 

A third topic for discussion was the 
adoption of an unfair trade practice 
law for the industry. One resolution 
adopted authorized the association to 
direct and encourage a survey of the 
industry looking toward adoption of a 
set of rules. George Hubbard, execu- 
tive secretary of the oil burner associa- 
tion, talked on the subject. 


Montana 40th 


Walter M. Arnold, Butte was elected 
president of the Montana Master 
Plumbers Assn. at its 40th annual con- 
vention in Butte, April 28 and 29. E. J. 
Kane, Helena was named vice presi- 
dent, and Thomas E. Luebben, Dillon 
was reelected secretary and treasurer. 
Retiring Pres. James Regan, Walter M. 
Arnold and George Frisbee were named 
delegates to the national convention. 

The first day was devoted to a 
luncheon and social session with a gen- 
eral get-together in the afternoon. In 
the evening a dinner-dance was held. 

Main topic of the convention was co- 
operation. A joint session was held 
with the journeymen, and a committee 
of Walter M. Arnold, W. L. Parmlee 
and Thomas E. Luebben was appointed 
to act for the master plumbers through- 
out the year in working with a journey- 
man’s committee. 





Delegates and visitors to the 44th annual convention of the Assn. of Master plumbers of the State of Washington 
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N. J. Says Smash 


® Resolution condemns insani- 
tary used fixture traffic 


Discussions of plumbing problems 
ranging from research to distribution 
occupied the attention of delegates who 
attended on May 19 and 20 the 39th 
annual convention of the New Jersey 
State Assn. of Master Plumbers at At- 
lantic City. Albert F. Ruehl, Newark 
is the new leader of the group and his 
place as vice-president is now held by 
C,. John Klimback of Essex Falls. James 
QO. Lewis, Newark was elected secretary 
while the delegates celebrated the birth- 
day of past national president George 
H. Werner by reelecting him treasurer 
for the 22nd consecutive year 

One of the principal addresses was 
given by past state Pres. Edmund P. 
Ingram, covering “Evolution in the 
Plumbing Industry.” He concluded that 
present-day needs call for a strong or- 
ganization of master plumbers to meet 
problems of distribution and to promote 
better relations and better results. 

In his presidential report, George H. 
Brenner showed that the membership 
was about the same, the association’s 
financial position was stronger. The 
cssociation had been active in meeting 


At New Jersey convention: Benjamin E. Labov, Atlantic City; George H. Werner, past national president; Albert F. Ruehl, newly 
elected president; A. R. Nagy, Insto-Gas Corp.; Lester Wake, state field secretary; Theodore A. Farinella, Englewood; Rudolph 
Ulmer, Roselle; Henry Lange, American Brass Co.; Ira H, Morris, secretary, 

elected vice president; Frank Wade, state trustee 


legislative trends. He spoke of New 
Jersey’s excellent relationship with the 
business press and concluded by prais- 
ing the work of the auxiliary, 

Retiring Sec. Joseph Berg amplified 
this report by telling how resolutions 
passed last year had been acted on, this 
covering the work done on codes as well 
as on the destruction of second-hand 
fixtures. He spoke of the part played 
by Domestic ENGINEERING in developing 
and carrying on this job of smashing 
old fixtures. 

Shortly afterwards, the _ resolution 
committee reported favorably and the 
convention approved a resolution which 
calls attention to the value of plumbing 
to health, to the fact that many second- 
nand fixtures are sold to junk dealers 
and installed by incompetent handymen 
and concluding with the direct request 
that all master plumbers damage be- 
yond further use all such old fixtures. 

A first-hand report on this question 
of second-hand fixtures was made by 
Robert Dick of Lead Industries Assn. 
He had just been in the South where 
he had seen and heard of the flood of 
such fixtures brought in from the slum 
clearance projects. 

James Brennan, secretary of the Jer- 
sey City association, in a subsequent 
discussion emphasized the points made 
by Mr. Dick regarding better inspection, 


Newark association; C. John Klimback, newly 


the selection of better fixtures and 
proper installation. He urged the mem- 
bers to destroy these second-hand fix- 
tures and thus definitely back up their 
own resolution. 

Interest in this program of smashing 
old fixtures was further emphasized by 
another resolution urging that local 
health boards be contacted in order to 
win their cooperation as a basis of a 
nationwide movement to destroy old fix- 
tures, a program which it was urged 
should be brought to the attention of 
the national convention at Minneapolis. 

The delegates voted their protest 
against the use of unskilled men for 
modernizing work in government-owned 
houses. 


Pa. Convention 


© Faced with repeal of state 
code, convention prepares 
for action 


Delegates attending the 45th annual 
convention of the Pennsylvania State 
Assn. of Master Plumbers (Wilkes- 
Barre, May 15 to 17) learned of the 
active year of preparation and prog- 
ress made. Leadership for the coming 
year will be entrusted to James F. Mc- 
Kissock, Pittsburgh, president; William 


At Pennsylvania convention: Henry O. Heiser, past president; Wm. H. Frey, director; W. C. Stranaghan, retiring secretary-treas- 


urer; James F. Rhoads, retiring president; W. 


A. Schneider, national director, Carl Forve, director; James Dwyer and H. S. 


Officer, Crane Co.; Walter Williams, general convention chairman. (Additional photos taken at the New Jersey and Pennsylvania 
conventions will be published in your next issue.) 
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/ M. R. Jackson—known 
throughout the plumbing trade as ‘‘Laz’’- 
is a Nibco sales representative who can 
draw on a rich experience dating back to 
1905 when he went to work in the Nibco 
foundry. He has seen the company grow 
from a tiny brass foundry to one of the 
important sources of supply for the plumb- 
ing trade, and nobody knows better than 
he that the only reasons for that growth are 
Nibco quality and Nibco service. 
Whether you buy ball cocks, or copper 
fittings, or valves, if they carry the Nibco 





7 $s COMPA NY * ELKHART, IND. 





“LAZ” 








trademark you can be sure you are getting 
the finest materials and workmanship that 
can be had. For Nibco combines the skill 
of long experience with the accuracy and 
economy of today’s most modern machin- 
ery and plant. All of this means time and 
money saved for you, when you buy Nibco 
products. They've been designed and 
manufactured by men who know your 
problems from long years of working 
with you. 








JACKSON 


HE’S BEEN SERVING 
NIBCO CUSTOMERS 
SINCE 19095 
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F. McCarthy, Allentown, vice presi- 
dent; John J. Galbraith, Pittsburgh, 
secretary. 

One of the important discussions cen- 
tered around legislative developments 
by Pennsylvania. Henry O. Heiser, 
Williamsport, chairman of the legis- 
lative committee, told of the impending 
repeal of important provisions of the 
state code. This code, secured a short 
time ago after some years of work, has 
proved a real factor in improving sani- 
tation in Pennsylvania. However, dif- 
ferent interests opposed to its provi- 
sions have been able to capitalize on 
the movement to repeal many of the 
acts of the preceding state government 
and on lack of interest displayed by 
master plumbers in various localities, 
and by parliamentary maneuvering 
have brought the repeal through both 
houses and up to the governor’s desk 
for signature. This was the situation 
while the convention was in session so 
that last minute efforts were made by 
the officers and delegates to marshal 
sufficient evidence of the advantages 
and need of the state code to convince 
the governor of the harm resulting from 
its repeal. 

In his report, Pres. James F. Rhoads 
covered fully the purposes of the asso- 
ciation, including factors of its cost, 
its benefits and the work it accom- 
plished through its legislative, sanitary, 





FOR CISTERNS, FOR FLOODED 


BASEMENTS, 





Amazing Bantam Pump 


Weighs Only 52 Lbs. 
Pumps 3000 Gallons an Hour 
Itself Automatically 
EVERY PLUMBER NEEDS ONE! 














Primes 


ball 


inches overall. 


50 gallons a minute. 


Pump is aluminum alloy with %4-! 
bearing engine—only 
Shove in your car, carry 
anywhere, always ready to pump. Primes 
automatically when you start engine — 
primes 50%, to 100°, faster, easily pumps 

Simple, rugged, oe 
Guaranteed by world's biggest builder of pon 
able self-priming centrifugals. 
send for name of nearest dealer. 


THE JAEGER MACHINE COMPANY 
901 Dublin Avenue, Columbus, Ohio 
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At Indiana convention: Lindo R. Reynard (retiring secretary), Richmond; T. M. Dugan, 
Wilkes-Barre, Pa.; Joseph Hayes, Indianapolis; T. V. Chappell, Indianapolis 


apprenticeship and trade 
relations committees. He also discussed 
the connection between the master 
plumber and public health through bet- 
ter sanitation. 

In a headline address on distribution 
and selling William A. Brecht, vice 
president of Plumbing and Heating In- 
dustries Bureau, developed the impor- 
tance of publicity and price to the regu- 
larly established channels. He stated 
his belief that a valuable merchandising 
plan could be developed and publicized 


educational, 


through the bureau. 

James Dwyer, eastern divisional man- 
ager for Crane Co., gave an inspirational 
talk on the need for American business 
men to “pay less attention to headlines 
and more attention to head work,” feel- 
ing that over-emphasis on foreign at- 
fairs had worked to deprive many of 
better business here. 

Local preparations for the convention 
had been well arranged under an execu- 
tive committee headed by Walter C. 
Williams, general chairman. 





ANY EMERGENCY 


INCLUDING 
ENGINE 





H.P. 
18x 9'/ox 19 


roof. 


' COMPLETE 
Order direct or a 


YSTEMS Fe 


“CYAPANY 


ANA A 








ay, INX«e 


1 AVENUE 


83 MADISC NEW YOR 


Mite 








June, 1939 DOMESTIC 


OQuestions— 


(Continued from Page 47) 


The gpm. for the different units will be as follows: 
EE ee ee 2.41 gpm. 


eee ae 4.82 gpm 
ey GIS gS cc ccccwonnecedeon 7.23 pm. 
RE Ee Pee ere 9.64 gpm. 
ea 12.05 gpm. 


and this gives for the supply line starting at the farthest 
(left) unit 

















PL nes haa ek ane eae eee ee 2.41 gpm. 

Se ee Soe cheeks ves baws wndecws 7.23 gpm. 
ee sk es we we Obs 9.69 gpm. 
ee kaw ees 66 Rae eT 12.065 gpm. 
Se NS i. o's 66 6 oo ee 8488 9.64 gpm. 
EC a 4.82 gpm. 
Sub total..... TrTTTrrTrT: = =—C ll is 

ee Nn 8 rh db ga 6 600d ee he dened 9.64 gpm. 
Sub total. .. 36.15 gpm. 

Bee © Gs cccnce: . 7.23 gpm. 
0 ee .... 43.38 gpm. 


On the return beginning at the farthest (right) unit 


we have 

















ie a ee ee ees 7.23 gpm. 
ge Ee re ere 0.04 gpm. 
Sub total.. .. 16.87 Spm. 
ge ee ... £82 gpm. 
se .....21.69 gpm. 

ee ee es a ea be beaker we ne 12.05 =zpm. 
I cae a hd ah a lg 33.74 gpm. 
Ms oe 6k pb ae eee a ee Oe 7.23 pm. 
a arena ae ee a ah leh or 410.07 zpm. 
ee ban abd coatees 2.41 gpm. 
SE, ae aba cae bed wkd web ws 43.38 gpm. 


This is illustrated in Fig. 1 and the branches to the 
units carry simply the unit requirement for the 
sizes as previously listed. 


various 


How Would You Answer 
This Question? 


Ina previous problem it was found that a certain room 
required the circulation of 1,833 cfm. under the following 


conditions: Outside temperature 95 deg. Fahr. with 50 | 


per cent relative humidity, room to be cooled to 80 deg. 
Fahr, with 50 per cent relative humidity, entering air 
to be 15 degrees below room temperature. It was found 
that the entering air must contain 70.9 grains of water 
vapor per pound in order to maintain this condition. The 
question now is: How much refrigeration is required to 
perform this amount of cooling and dehumidifying tf the 
system is a by-passed system with 70 per cent recir- 
culation? 


The solution of practical problems in air conditioning of th’s | 


type is a matter of imcreasing concern to plumbing and heating 
contractor-dealers. <A satisfactory installation and the advertising 
value of a satisfied customer frequently depend on this particular 
step in designing the system. Test yourself on this problem and 
send your answer to Domestic ENGINEERING, 1900 Prairie Ave- 
nue, Chicago, Illinois. The best answer will be paid for and pub 
lished in the August issue of Domestic ENGINEERING. 
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“ALL the others I installed are working so per. 


fectly 1 haven’t even had a single service call. 
This one is for a friend of one of my other 
customers who showed him his Branford and 
praised it to the skies. 

“Yes, the plumbing and heating trade has taken 
the Branford oil burner as its own because of its 
high quality of construction, its exclusive features, 
its freedom from service, and the support given by 


a responsible manufacturer. 


“Now I realize why all the contractors I know 
install nothing else but Branford Burners.” 


MALLEABLE IRON FITTINGS CO. 
Dept. 40 BRANFORD, CONN. 


bdo detiol ae: 
Boiler 
Burner 


Unit 


| sSaetebiol ae: 
Mode! F 





Line, Models for All Capacities and Installations 


PLEASE SEND THE DETAILS 
MALLEABLE IRON FITTINGS CO... Dept. 40, Branford, Conn. 


Please send us full information and Booklet. 


Complete 
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Address 
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S. C. Talks Code 
© South Carolina association 


approves state licensing at 
its annual convention 


The well-attended sixth annual con- 
vention of the South Carolina Master 
Plumbers Assn., Inc., was featured by 
a general discussion on the associa- 
tion’s bill to license and examine mas- 
ter plumbers operating in the state. 
Further action on this bill was con- 
tinued in charge of the legislative com- 
mittee, 

The convention was held in the Jef- 
ferson Hotel, Columbia, May 9. 

All officers were reelected: C. G. 
Creighton, Spartanburg, president; W. 
H. Weatherford, Aiken, vice president; 
C. C. Thompson, Columbia, secretary- 
treasurer. Directors are the officers 
and J. L. Powers, E. R. Heyward, W. A. 
Griner, W. K. Prause, F. J. Mappus, 
S. F. Floyd, C. L. Lee, W. C. Glenn. 
Tom Chilton, L. S. Starnes and Harold 
Walker. 


Cincinnati Meet 


The Cincinnati Master Plumbers 
Assn. held a special meeting for mem- 
bers, nonmembers, out of town guests 
and enforcement officials on April 27 





Improved 
replacement 


buildings. 


hot water. 
G&C business. 
descriptive data. 





G&C ALL COPPER TANK- 
LESS WATER HEATER 


COPPER 





G&C BRONZE THERMO- 
STATIC MIXING VALVE 


DOMESTIC ENGINEERING 


his. vo 0 ged 


Lg, 


BETTER 
INSTALLATIONS 


Loy F. Johnston, retiring president of the 
California association 





with an attendance of over one hun- 
dred. 

Speakers included Henry S. Blank 
of Dayton, national vice president; 
Henry Saunders of Dayton, state vice 


president; R. J. Barrett, chief state 
plumbing inspector; Ed Kleine, past 
national president, Cincinnati; Wm. 


Gesling, past state president, Lancaster 
and local leaders. 

The theme of the speakers brought 
cut the importance of live, aggressive 
and progressive local, state and na- 
tional membership in the association, 








Right now the stage is set for moderniza- 
tion and new construction on a large scale. 
household facilities are being 


rectly in the profit spotlight. 


Storage Tanks and 
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and several new members were signed 
up at the meeting. 

Following the regular session, the 
members and guests had sandwiches 
and refreshments. 


Ore. Round Up 


® Oregon association meets in 
Pendleton, charts aims 


The 38th annual convention of the 
Oregon State Assn. of Master Plumbers, 
held in Pendleton, May 5 and 6, was 
attended by more than 90 master 
plumbers and their wives and guests. 
A delegation of fifteen from Idaho, in- 
cluding Pres. Fred Hartenbower visited 
the meetings in answer to the invita- 
tion, “Tots Kwe Lowit, Haman Lowlim- 
Kasha Kushna.” 

Liberally translated on the conven- 
tion program, this means, “Welcome, 
master plumbers.” 

The following officers were reelected: 
G. Orlo Kendall, president; Fred 
Spaeth, vice president Fred Van Hoom- 
issen, treasurer, and H. H. Colliver, 
secretary. 

Two association aims discussed were 
to create closer cooperation among 
master plumbers in the states of Wash- 
ington, Oregon and Idaho, and to ob- 
tain additional state plumbing inspec- 
tion. 
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NO WONDER BURKS DEALERS SAY: 
‘‘Best Pump I Ever Handled/’’ 


Collectively they have sold over 50,000 Burks Pumps 
and Water Systems—these dealers who say—''Best 
Pump | ever handled!" 
pumps and know the difference. 
dealers know there is more profit in selling Burks. 


, A few of the reasons why hundreds of Dealers have 


sought for new structures .. . also the I. 7 bag De -llng th 
of obsolete equipment and shipments and service 
additions of new conveniences in existing 
2. Fewer service calls. 
ret Pin the pro All Copper Na age = Be 3. More satisfied customers. 
advantage of this opportunity! With G&C ; 
Tankless Water Heaters, Submerged Coil 4. ee ee 
$ Thermostatic Mixing wes Waser eet. 
‘falves you are in a position to provide , 
your customers with a year ‘round supply 5. a A 2g —— to Super 
of pom gg hay cost tempered domestic ag : 
e season is always open for : : 
Write today for complete 6. Exclusive patented design. 
7. Complete line. 


Adopt BURKS and 
cash-in NOW on the op- 
profit in 
Water System Sales. 


THERE 1S ONLY ONE BURKS SUPER TURBINE 
Ask your Jobber or write factory for full particulars. 


DECATUR PUMP CO.—DECATUR, ILL. 


They have also sold other 
Experienced Burks 
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adopted Burks in 1939 





























New Contractors, 
Business Changes 


Milwaukee—Schumacher & Knoll is 
the name of a new plumbing and heat- 
ing company at 935 S. Fifth St. 

St. Paul, Minn.—H. J. Lawrence & 
Sons has engaged in the plumbing and 
heating business at 304 Tenth Ave., 5S. 

Atlanta—The Stephenson Plumbing 
and Heating Co. has moved to 14 Harris 
St., the second move in its history of 
nearly 50 years. 

San Jose, Calif.—Joe DeBona has en- 
gaged in the plumbing contracting busi- 
ness at 729% State St. 

North Hollywood, Calif.—Fred O. 
Baldwin has engaged in the plumbing 
business at 5416 Fair Ave. 

-Andrew J. Pollia has 
plumbing business at 








San Francisco 
engaged in the 
4014 Geary St. 


Obituaries 


I. C. Elmer 


Irvin C. Elmer, 51, sales manager of 
Electric Furnace-Man, Inc., New York 
City, until forced to retire several 
months ago by illness, died recently. 
He had been connected with the com- 
pany for five years. His home was in 
Rutherford, N. J. 


E. E. Meredith 


E. E. Meredith, 83, for 28 years a 
partner in the plumbing and heating 
firm of Knoedler and Meredith, Chatta- 
nooga, Tenn., died recently. Previous 
to his association in our industry, Mr. 
Meredith had been a chemist. He is 
survived by his widow and two sons. 


D. R. Richardson 


D. Rait Richardson, 64, a former 
president of Richardson & Boynton Co., 
New York City, died May 8 in Palm 
Beach, Fla. Joining the company in 
1898, he had become president on the 
death of his father in 1919. He retired 
in 1936. Surviving are his wife and 
two sons. 


C. H. Warner 


Charles H. Warner, active in the 
Plumbing business for 48 years and re- 





cently associated with the Conners 
Plumbing and Heating Co., Minneap- 
olis, died recently in that city. He had 


retired from business last year. He is 


survived by a daughter, a sister and 
one son—E. Ray Warner, local manager 
for American 
Sanitary Corp. 


Radiator & Standard 






















At dinner of recent eastern Ohio conference of master plumbers, in Bellaire 


C. W. Badger 


Charles William Badger, 79, for 32 
years a manufacturers’ representative 
in Chicago, died May 3 in his home in 
Evanston, Ill. Previous to his 
in Chicago, he had carried on a similar 
business in New York City. In addi- 
tion to his daughter, Mrs. Margaret B. 
Rhodes, who continues the business, 
Mr. Badger is survived by his wife, a 
son, three grandchildren and two 
sisters. 


career 


H. E. Speakman 


Harry E. Speakman, 67, presi- 
dent of the Speakman Company, Wil- 
mington, Del., died April 28. He joined 


vice 


the company in 1891, becoming secre 
tary in 1904. In 1905 he was elected 
to the board of directors and during 


the latter part of that year was made 
treasurer. He relinquished the offices 


of secretary and treasurer to become 





H. E. Speakman 


vice president in 1921. He acted also 
in the capacity of sales manager until 
1938. 

Mr. Speakman was active in 
affairs. He was a cousin of the 
Willard A. Speakman, former president 
of the company. Surviving are his wife, 
one daughter, one son and a grandson. 
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Convention Dates 


June 3-11..—-COAL.—Exposition of the 
solid fuel industry (auspices American 
Retail Coal Assn.): to be held in the 
fHiotel Sherman, Chicago. 

June 5-S.—-N.A.M.P.—Annual conven- 
tion of the National Assn. of Master 


Plumbers; to be held in Minneapolis, 
with headquarters at Hotel Nicollet. 


June 15.—SUPPLY Meeting of the 
Icastern Supply Assn.; to be held in New 
York City, with headquarter in the 
Hiotel Astor 


June 16-19.-W HULESALERS.—Annual 


convention of the Plumbing and Heating 


Wholesalers of New England, Inc.; to be 
held in York Harbor, Me., with head- 
quarters in the Marshall House 


June 23-24.—N. J.—Annual convention 
of the New Jersey State League of Mas- 
ter Plumbers, Inc.; to be held in Asbury 
Park, with headquarters in the 
(‘arteret Hotel. 

June 24.——-LELAWARE Annual con- 
vention of the Master Piumber Assn 
of Delaware: to be held it Rehobeth 
seach 

July 4-6. 
meeting of the 


Berkeley 


A.S.H.V.E Semi - annual 
American Society of 


Heating and Ventilating Engineers; to 
be held at Mackinac Island, Mich., with 
headquarters in the Grand Hotel. 
August 7-98.--NEW MEXICU Annual 
convention of the Associated Master 
Plumbers of New Mexico; to be held in 


with headquarters in the 


Hotel 
August 22-25. A.S.5.k0. — Annual con- 
vention of the American Society of Sani- 


Las Cruces, 


Campbell 


tary Engineering; to be held in St. 
Louis, with headquarters in the Coro- 
nado Hotel, 

Sept. 8-9.——-SUPPLY Meeting of the 
Wholesale Distributors Assn. of Texas; 
to be held in Galveston. 

Oct. 5-6.—SUPPLY Regular meeting 
of the American Institute of Plumbing 
and Heating Supply Associations; to be 
held in New York City 


October 12-14.——INSPECTORS Annual 
convention of the Pacific Coast Plumbing 
Inspectors Assn.; to be held in Los An- 
geles, with headquarters not yet decided. 


January 22-26-—A.C. SHOW — Sixth 
International Heating and Ventilating 
Exposition; to be held in Cleveland in 


Lakeside Hall. 























Wornen 


Conducted by io Sas om 





Dorothy Edwards 








N. Y. State Meet 


The Women’s Auxiliary of the New 
York State Association of Master 
Plumbers held a successful meeting at 
the time the contractors held their 
convention in Buffalo. The officers in 
charge during 1938 and 1939 were re- 
elected, including Mrs. Henry J. Noord 
of Albany, president; Mrs. Allan A. 
Westphal of Buffalo, vice-president; 


Mrs. Henri Billharz of Elmhurst, sec- 
ond vice-president; Mrs. Joseph O. 
Stapf, secretary; Mrs. Robert Pearson 


of Syracuse, treasurer. 

During the meeting considerable at- 
tention was given to reports which 
brought out the need for better plumb- 
ing, its more active promotion, based 
upon the fact that better sanitation is 
urgently needed. 


State Luncheon 
The 
luncheon 


auxiliary held a 
the Con- 
with 8&4 


Illinois state 
and card party in 
gress Hotel, Chicago, May 9, 
members in attendance. Mrs. John 
Guldan, president of the south side 
group, and Mrs. F. Mergenthaler of 
the north shore association were in 
charge. The south side association, 


birthday, was 


celebrating its fifteenth 
well represented. 
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Members and guests 


Honored guests were Mrs. Julia Mc- 
Kenna, state president, and the follow- 
ing past presidents: Mrs. William Hil- 
deman, Mrs. Dick Johnson, Mrs. R. 
Liss, Mrs. George Kearney (organizer 
of the auxiliary), Mrs. Diedesch and 
Mrs. Fred Hager. Each was presented 
with a corsage. 


Kansas City, Mo. 


Mrs. E. D. Hornbrook, national auxil- 
iary “mother,” has listed a $20.00 gift 
to the plumbing class at the Lathrop 
Trade School and the presentation of 
garments to the local needle-work guild 
as among this year’s achievements of 
the Kansas City, Mo. auxiliary. 

Social highlights of the year were-a 
party for Mrs. Hornbrook on her 8lst 
birthday and a testimonial to Mrs. Jor- 
gensen, retiring president. 

Officers of the chapter are Mrs. J. S. 
Levine, president; Mrs. Ost, first vice 
president; Mrs. Oxler, second vice pres- 
ident; Mrs. Ekstrom, third vice presi- 
dent; Mrs. Erving Spaeth, recording 
secretary; Mrs. Eva Enggas, corre- 
sponding secretary; Mrs. E. D. Horn- 
brook, treasurer; Mrs. W. H. Cowger, 
historian; Mrs. Frank, Smith, sergeant 
at arms; Mrs. Anna Dutch, auditor; 
Mrs. Hornbrook, correspondent for 
publications. 
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at the annual convention of the Women’s Auxiliary to the New York State Master Plumbers Association 


Florida State 


Mrs. F.. H. Inscho, Miami, was elected 
president of the Women’s Auxiliary to 
the Florida Assn. of Master Plumbers 
and Heating Dealers at its annual 
meeting in Tampa, May 1 and 2. Other 
Officers are: Mrs. William Dunstan, 
first vice president; Mrs. H. B. Perryn, 
second vice president; Mrs. Chester 
Armstrong, Manatee, third vice presi- 
dent; Mrs. Lee R. Scheffield, recording 
secretary; Mrs. Ralph McGuire, cor- 
responding secretary, and Mrs. Kath- 
leen Wagner, treasurer. 

Among the principal speakers were 
Mrs. Foster R. Fanning, Winter Park, 
national director; Mrs. W. E. McAn- 
drew, Tampa, past president and na- 


tional parliamentarian; Mrs. T. H. 
Thompson, Jacksonville, past  presi- 
dent; Mrs. F. H. Inscho, Miami, me- 
morial service chairman. Mrs. V. C. 


Grant, Daytona Beach, president, pre- 
sided. 


10th Birthday 


The Washington, D. C. auxiliary 
celebrated its tenth birthday with a 
dinner-dance on May 24. Mrs. A. H. 
Anadale, the president, made the wel- 
coming address and was presented with 
a beautiful corsage. 
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The 1939 Edition of 


DOMESTIC ENGINEERING 
CATALOG DIRECTORY .. - 


has been consolidated to include Air Conditioning, Automatic 


Heating and all kindred products and now offers Complete Buying 
and Specifying Information on 


Plumbing Air Conditioning 
Heating Humidifying 


Water Systems Refrigerating 
Plumbers’ Specials Insulating 
Heating Specialties Compressors 


Stokers, Oil Burners Fans, Blowers 


What the 1939 edition contains: 
1... MANUFACTURERS’ CATALOG SECTION 


offers up-to-the-minute descriptive and illustrative pur- 
chasing and specifying information on manufactured products 
in the Industry. 


2... TABLES AND RULES SECTION 


Condensed specifying data in the form of standard rules, 
tables, charts, and layout diagrams on Plumbing, Heating, Auto- 
matic Heating and Air Conditioning. 


3... CLASSIFIED DIRECTORY SECTION 


includes buying information of virtually every known 
product in the Plumbing, Heating, Automatic Heating and Air 
Conditioning Industry. 


4... TRADE NAME SECTION 


has been compiled separately and shows nearly 8,000 trade 
names ... the item to which they apply and the manu- 
facturer’s name and address. 


3...NAME AND ADDRESS SECTION 


. includes the Names and Addresses of all known 
Manufacturers of Plumbing, Heating, Automatic Heating 
and Air Conditioning items. 


A great books in | 


Published 
Annually 


Always Accessible 








. and at the finger-tips of the top-grade Buyers 
and Specifying Engineers of Plumbing, Heating. 
Automatic Heating, Air Conditioning and related 


products. 


Evidence of the increased Accessibility of DOMESTIC 
ENGINEERING CATALOG DIRECTORY is readily 
expressed in the following comments received from its 
lL sers. 


Wholesaler: 


“We feel the manufacturers who go into your catalog are 
outstanding in their line and it is a pleasure for us to 
deal with them wherever possible.” 


CHATTANOOGA, TENN. 


Consulting Engineer: 
“We have much data and many textbooks on Heating 
and Air Conditioning but we find that since the neu 
Domestic Engineering Catalog Directory has been on 
file, we are referring more and more to its pages.” 


PHILADELPHIA, PA. 


Contractor-Dealer: 
. it is the common rule of Plumbing and Heating 
Contractors to look up manufacturers in Domestic Engi- 
neering Catalog Directory first when buying or desiring 


information.” CHARLESTON. S. C. 





ACCEPTED AND RECOGNIZED BY THE TRADE AS 
RENDERING A VALUABLE SERVICE TO BUYERS, 
SPECIFYING ENGINEERS AND MANUFACTURERS. 





DOMESTIC ENGINEERING COMPANY 


1900 Prairie Ave. 


Chicago, Ill. 






























* Abingdon Sanitary Mfg. Co. 
aheag ne er Covring & 


Flooring Co 
* Acme Shower Curtain C 0. 
*® Adams Bros. Mfc. Co., Inc. 
* Adams Engineering Co., Inc. 
® Ajax Thermostatic Controls 


Co. 

* Albe Pum 

* Alberene 
Vir 

*A Co. 

*® Allen Co., Inc., L. B. 

*® American Brass Co. 

*® American Gas Products Divi- 
sion of American Radiator 


Co, 
* American Warming & 
entila 


Corp. 
one Corp. of 


* Automatic Gas-Steam 


Radiator Co. 
* Autovent Fan & Blower Co. 
* Ayling & Reichert Co. 
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¥ Serhor Ges Burner Co. 

* Beaton & Cadwell Mfg. Co. 

* Beaton & Corbin Mfg. Co. 
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Malleable Iron Fittings Co. 


* Bridgeport Brass Co. 
* Brunswick-Balke-Collender 
Co 


* Buffalo Meter Co. 
* Bullard Specialty Co. 


* Camden Pottery — A Division 
of the Universal Sanitary 
Mfg. Co. 

* Carboloy Co., Inc. 

* Carey Co., Philip 

ae & Moore Engineering 


0. 
* Case and Son Mfg. Co., W..A. 
* Cash Valve Mfg. Corp., A. W. 
* Celina Mfg. Co. 
* Chandler Co. 
* Chelsea Metal Stamping Co. 
* Cheney Co. 
* Chicago Granitine Mfg. Co. 
* Chicago Nipple Mfg. Co. 
*® Chicago-Wilcox Mfg. Co. 
* Citrushine Mfg. Co. 
* Cleveland Brass Mfg. Co. 
* Cleveland Heater Co. 
* Coleman, Allan J. 
* Columbia Metal Box Co. 
* Combustion Engineering Co., 
Inc. 
* Compound Injector & 
Specialty Co. 
* Concrete Fixture Co. 
* Congress Tool & Die Co. 
* Consolidated Brass Co. 
* Coyne & Delany Co. 
* Croll & Son, Jesse G. 
* Curtin Valve Co., A. F. 


* Dart Mfg. Co., E. M. 

* Davis Engineering Corp. 

* Dearbern Brass Co. 

* Decatur Pump Co. 

* Deegan — E. J. 

* Delaware Rod Co. 
Deming Co, 
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Lubricator Co. 


. a a 9 Valve Co. 
* Dries & Krump Mfg. Co 
* Duriron Co., Ine, 


* Eagle-Picher Lead Co. 

* Eastern Foundry Ce. 

* Economy Pumps, Ine. 

* Elgo Shutter & Mfg. Co. 

* Elkhart Foundry & Machine 
Co. 

* Elkhart Iron Works 

* Enbee Mfg. Ce. 

* Erie Tool Works 

*® Eureka Packing Co. 

*® Eustis Mfg. Co., J. P. 

* Everite Pump & Mfg. Co., Ine. 


* Fanner Mfg. Co. 

* Farrar & Trefts, Inc. 

* Fedders Mfg. Co. 

* Fitzgibbons Boiler Co., 
* Florence Stove Co. 

* Franklin Rubber Corp. 
* Friedrich & Dimmock 

* Friez & Sons, Julien P. 
® Fritz Mfg. Co. 


* Gardner Metal Co. 

* General Electric Co. 

* (reneral Refri Corp. 
* General Wire Spring Co. 

* Gerity-Adrian Mfg. Corp. 
* Gerstein & Cooper Co. 

* Gilbert & Barker Mfg. Co. 

¥ Laeite Gasket & Pac ing Ca., 


ne. 
* Goodman, L. W. 
* Grabler Mfg. Co. 
* Grinnell Coe., Ine. 


Ine. 


* Groak, Irwin D. 
*H. L. G. Coe. 
* Haas Co., Philip 


* Harris & Co. Arthur 

* Haws Drinki Faucet Co. 

* Healy Brags Foundry Co., 
Peter 

* Healy-Ruff Co, 

* Hedges-Walsh- Weidner 
Division, Combustion 
Engineering Co. Ine. 

* Heller, Frank P. 

* Hercules Chemieal Co., Inc. 

* Hilo Varnish Corp. 

* Hindley Mfg. Co. 

* Hoffman Specialty Co., Inc. 

* Hollaender Hanger Co. 

* Holmberg Steam Trap Mfg. 
Co. 

* Holsclaw Bros, Ine. 

* Hotstream Heater Co 

* Hydro-Tex Corp. 


* Independent Register Co. 


* Isert Co., Inc., John H. 


* Jenkins Bros. 

* Jenkins Mfg. Co. 
* Jennison Co. 

* Johns-Manville 


* Kainer & Co. 

*Kam Water Heater Mfg. Co.. 
Inc. 

* Kaustine Co., Tne. 

* Keasbey & Mattison Co. 

* Kennedy Valve Mfg. Co. 

*# Ketcham Mfg. Corp., G. M 

* Kewanee Bo Corp. 

* Key Co. 

* Keystone Brass & Rubber Co. 

* Keystone Brass Works 

* Kitson Ca, | 

* Knight, Maumiee A. 

Seas 3B Mfg. Ca. 4 
uhn & Jacob Moulding 
Tool 


# Ridge Tool Co. 
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* Lehman Sprayshield Co. 
* Leonard Valve Co. 

* Liquidometer Corp. 

* Lochinvar Corp. 

* Lockport Fittings Co., Inc 
* Lonergan Mfg. Co. 

* Lookout Boiler & Mfg. Co. 
* Lucke, Inc., William B. 


* Major Valve Co. 
*® Maileable Iron Fittings Co. 
* Manufactitrers’ Clearing 


House 
* Martin & Sons, H. P. 
Seen i 


* # McCalfrey Mfg. & Su ya Mie. Co. Co. 


* McDonnell & M 

*® MeQuay, Ine. 

* Meneley -Diederich Co., Inc. 
* Mercoid Corp. 

* Miami Cabinet Division, the 


+ Midland Metal Mfg. 


Mfg. Co. 
* Midwest Piping & Sensi Co., 


Inc 
* Milwaukee Brush Mfg. Co. 
¢ ae Valve 


Honeywell 
Co. 
* Morton Mfg. Co. 
* Mott Company of Penna. 
* Mouat Vapor Heating Ce. 
x Mueller Steam Specialty Co. 


Inc. 
* MyraStone Products Cosine, 





* Nash Enzineering Co. 

* National Copper & Smelting 
Co. 

* National Pipe Bending Co. 

* National Steel Construction 


Co. 
* Naugatuck Mfg. Co. 
* Nesbitt, Inc., John J. 
* New York Air Valve Corp. 
* Norristown Magnesia & 
Asbestos Co. 
* Nye Tool & Machine Works 
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* Oakland Foundry Co. 
* Oatey Co., L. R. 

*® Ohio Brass Co. 

* Oster Mfg. Co. 


* Paine Co. 

* Paradine Mfg. Co. 

* Patrol Valve Co. 

* Patterson-Kelley Co. 

* Peerless Electric Co. 

* Peerless Heater Division 
Eastern Foundry Co. 

* Penberthy Injector Co. 

* Pennsylvania Range Boiler 


Co, 

* Peters Pump Co. 

* Powers Regulater Co. 

* Production Plating Works, 
Inc. 


* Radiator Specialty Co. 

* Rawiplug Co., Inc, 

* Redlon, O. M. 

* Reichert Float & Mfg. Co. 

* Rhode Island Fittings Co. 

* Richmond Foundry & Mfg. 
Co., Inc. 
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* Sall Menataln Co. 
* Sands Mfv. Co, 

* San-Equip, Inc. 

* Sanitary vampeny of Americ 
* Sarco Co., 

* Savutime * a Inc. 


* Schaefer Brush Mfg. Co. 
* Scott Valve Mfg. Co. 

* Self-Cleaning Strainer Co. 
* Selfridge-Norton Mfg. Co. 
* Sherwood Brass Works 





ling Co. 

* Stratford Odense: Co., Geo. 

* Stuart Oil Co, D. A. 

& Senstavn at Co,, B. F. 
Electric Products 


* eae. Co., Halsey W. 
Thermo- Mix, Ine. 
& Son Co., 


+ Titan Valve . Mfg. Co. 

* Titeflex. Metal Hose Co. 

* Toledo Pipe 3 Threading 
Machine Ce. 


* Trenton Auto Radiator Works 
* Trimént’Még.. Co., Ine. 
* Turk Mfg. Co., Joseph 





® United Appliance Co. 

* United States Gauge Co. 

® United States Rubber 
Company 

*® United States Stoneware Co. 

* Universal Sanitary Mfg. Co. 


* Van Arnam Mfg. Co. 
* Vinco Co., Inc. 
® Vogel Ge., Joseph A. 


* Wade Iron Sanitary Mfg. Co. 
* Wall Mfg. Supply Co., P. 

*® Warnock Mfg. Co. 

*® Waterfilm Boilers, Inc. 

* Watts Regulator Co. 

* Webster & Company, Warren 
* Wessele & Sons Co., D. D. 
* Western Felt Works 

* Western Metal Specialty Co. 
* Western Wire Products Co. 
er, pa Machine Products 
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* White Mfz. Co. 
* Whitlam Mfzg. Co., J. C. 
*® Whitlock Coil Pipe Co. 
* Will & Baumer Candle Co. 


Inc. 

*® Will- Burt Co. 

* Williams-Bowman Rubber C¢. 

* Williams & Co., J. H 

* Wilson, Inc.. Grant 

* Wolverine Tube Co. 

* Worcester Brush & Scraper 
Co. 


* Yeomans Brothers Co. 


ae 
* Scaife & Sons Co., Wm. B, 











* Youngstown Pressed Stcel 
. Division ..of 
Corp. ty 
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Pa. Convention 


Women attending the May 15 to 17 
convention of the Pennsylvania State 
Assn. of Master Plumbers were hos- 
pitably entertained by the local orga- 
nization. During the three days the 
entertainment included an_§ informal 
reception and dance, two luncheons, 
a card party and the concluding ban- 
quet and dance. A visit to the historic 
Wyoming Valley gave an opportunity 
to visit and see the many sites of 
historic and scenic importance. 

In charge of this successful program 
was a complete local committee of 
which Mrs. F. C. Johnson was chair- 
lady. The various. committees which 
served were as follows: executive 
Mesdames Carl Forve, chairlady, J. E. 
Brislin, Ray Burt, Ray Burritt, W. J. 
Delaney, D. W. Davis, Chas. Eckenrode, 
E. E. Jones, Luther Kaiser, P. J. Kelly, 
Fred Korper, P. M. McCarthy, C. W. 
Schultz, J. Stefancin, J. A. O’Rourke, 
Ed. Spohrer, W. C. Williams, Wm. 
Wright, Evan Evans and Miss Lillian 
Evans; reception—Mrs. Walter C. Wil- 
liams, chairlady, Mrs. Chas. Eckenrode 
and Mrs. W. J. Delaney; souvenir and 
prize—Mrs. P. J. Kelly, chairlady, Mrs. 
Carl Schultz and Mrs. Wm. Wright; 
entertainment—Mrs. Car] Forve, chair- 
lady, Mesdames J. A. O’Rorke, Thomas 
Davis, J. Stefancin, J. Brislin; registra- 
tion—Mrs. Ray Burt, chairlady. Miss 
Lillian Evans and Mrs. P. M. Me- 
Carthy; banquet—-Mrs. J. E. Brislin, 
chairlady, Mesdames Fred Korper, Ed. 
Spohrer, E. E. Jones, Luther Kaiser 
and Dan Davis. 


South Side 


Mrs. John Guldan_ presided and 
eleven members and two guests were 
present at the last regular meeting of 
the South Side (Chicago) Women’s 
Auxiliary held May 3 in the Miramar 
Hotel. Mrs. Julia McKenna and Mrs. 
F. Mergenthaler were the guests. 

Another recent function was the din- 
ner party given for 40 by Mr. and Mrs. 
Joseph Cannon at their home. Mrs. 
McKenna and Mrs. Peter Munn were 
the honored guests. An entertainment 
feature was a costumed Hawaiian 
dance by Mrs. George Hazard. Bridge 
prizes were won by Mrs. McKenna and 
Miss J. Finn. 


Okla. Convention 


The following officers were chosen 
at the convention of the Oklahoma 
auxiliary, held May 7, 8 and 9 in the 
4iltmore Hotel, Oklahoma City: Mrs. 
J.C. Butler, (reelected) president; Mrs. 
A. T. Hogel, Muskogee, vice president; 
Mrs. E. H. Radek, Oklahoma City, sec- 
retary; Mrs. A. H. Moore, Oklahoma 
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lowa auxiliary officers: Mrs. Edna Fesler, secretary; Mrs. A. C. Eads, president; Miss 
Anna Mueller. treasurer; Mrs. M. Simanek, vice president 


City, treasurer; Mrs. William F. Black, 
Enid, historian, and Mrs. H. O. Green, 
Tulsa, Chaplain. 

A bridge-luncheon and a dinner-dance 
were the main social functions. 


Iowa Annual 

The lowa auxiliary elected the fol- 
lowing officers at its convention in Du- 
buque April 24 and 25: Mrs. A. C. Eads, 
Burlington, president; Mrs. M. Simanek, 
Cedar Rapids, vice president; Mrs. 
Kdna Fesler, Dubuque, secretary, and 
Miss Ann Muller, Davenport, treas- 
urer, 

Members joined the master plumbers 
ussociation in its first session, retiring 
to luncheon at the Dubuque Club. The 
regular business meeting followed and 
the rest of the afternoon was spent 
playing cards. The banquet and dance 
was held that evening. On Tuesday 
morning auxiliary members were taken 
on a sight-seeing trip. 

Mrs. Fesler reports that‘a local auxili- 
ary recently was formed in Dubuque 
with nearly a 100 per cent membership. 


N. J. Convention 


The Women’s Auxiliary to the New 
Jersey State Assn. of Master Plumbers 
held its sixteenth annual convention at 
Atlantic City on May 19. It was well 
attended and brought out many expres- 
sions of appreciation for the work done 
during the past year by the retiring 
administration, headed by Mrs. Albert 
F. Ruehl of Newark. 

Mrs. Adolph G. Trapper of Orange 
was elected president; Mrs. Donald 
Stewart of Trenton, first vice-president; 
Mrs. E. P. Ingram of Jersey City, sec 
ond vice-president; Mrs. Leslie Williams 
of East Orange, secretary and Mrs 
Nicholas Triani of North Hudson, treas- 
urer. Mrs. A. T. Kulsziski of Orange. 
Mrs. Alvin Kievit of Montclair and Mrs 
Frank Smith of Trenton are trustees. 


Mrs. Albert Bormann of Newark was 
named sergeant at arm 

One of the unusual features of the 
meeting was the presentation of a colo 
nial bouquet to the retiring president, 
Mrs. Ruehl. 
particularly Mrs. Ira Morris of Newark, 


Several of her friends, 


had prepared this surprise More than 
100 members of the auxiliary had sent 
in autographed handkerchiefs Keach 
handkerchief had been arranged in the 
form of a white rosebud. Together they 
formed a large bouquet, attractive in 
present appearance and invaluable as 
a future reminder of Mrs. Ruehl's wide 


friendships. 


Spring Party 


The Women’s Auxiliary | t} \ias 
ter Plumbers Assn. of Dayto! Ohio 
entertained members of the association 
at its annual spring party May 10. The 
affair was held at the Homestead Inn 
at Dayton. 

fevginning with a chicken dinner, the 
evening was spent at cards First 
honors went to Mrs. E. T. Meteatrf, local 
president, second to Mrs. Henry 5S 


Blank, third Vrs Woalte Stewart 
Others prizes Were iwarded to f VI 
Ganger. E. T. Metealf and Mrs. Frank 


(Clemens 


Oregon State 


The nineteenth eonvention of the 
Women's Auxiliary to the Oregon State 
issn. of Maste Plumbers was heid in 
Pendleton May 5 and 6. Officers elected 
were Mirs. G Orlio Kendall president: 
Mrs. J. B. Nathum. first vice president: 
Virs. L. F. Chess, second vice president 


Mrs. Otto Schultz. secretary. and Mrs 





















































Business Gains 


® Wholesalers’ sales increase is greater than seasonal rise— 


General business better 


April saw a gain of 6.96 per cent in 
wholesalers’ sales over April last year. 
With March showing a smaller gain of 
2.5 per cent over March 1938, it is evi- 
dent that the April increase is greater 
than the normal seasonal increase from 
March to April. 

War scare and retarded coal produc- 
tion in April seemed to affect princi- 
pally the large industrial activities, 
while consumer purchasing as a whole 
was well maintained despite this un- 
settling development. More recent re- 
ports from large cities indicate a size- 
able rise in general retail trade in the 
middle of May. 

Factory shipments of all plumbing 
and heating equipment for which fig- 
ures are available were well ahead of 
last year at the close of the first quar- 
ter. Steel boilers gained 65 per cent 
in the first three months of this year 
over the same months of 1938. Plumb- 
ing brass gained 39 per cent and oil 
burners 37 per cent. Not all items, 
however, showed gains for March over 
March 1938. 

Average inventory per plumbing and 
heating wholesaler moved upward in 
March about 3 per cent, acording to re- 
ports of the Department of Commerce. 

South Atlantic states, gaining 23 per 
cent over April 1938, stand far in ad- 
vance of other sections. All but two 
geographic sections showed a_ wider 
gain in April over 1938 than was shown 
in March. 


Key Wholesalers 

One hundred and six key plumbing 
and heating wholesalers reporting for 
April show an average increase of 6.96 
per cent over April 1938. For the first 
four months combined, these firms show 
an average increase of 3.97 per cent 
over the same period of 1938. Forty- 
three of these firms anticipate improve- 
ment in May over May 13%8, 33 expect 


these months to be about the same, 15 
expect a decline and 15 did not comment. 

New England States: Three and eight- 
tenths per cent is the average gain re- 
ported by ten wholesalers in the New 
England states for April over April 1938. 
For the first four month period these 
firms show an average decline of 5.7 per 
cent from the same period of 1938. Five 
expect business in May to be better than 
last year, 3 expect it to be the same, 
one expects a decline and one did not 
comment, 


, 


Middle Atlantic States: Twenty-seven 
middle Atlantic state wholesalers show 
an average increase of 3.7 per cent for 
April over April 1938 and a gain of 
4.5 per cent for the first four months 
of this year over the corresponding 
period of 1938. Nine expect business 
to be better in May than in May last 
year, 8 expect it to be about the same, 
5 expect a decline and 5 did not com- 
ment. 

In giving reasons for expecting im- 
provement in May, a New York whole- 
saler reported an increase in orders 
booked. A northwestern Pennsylvania 
wholesaler reported better local condi- 
tions. A wholesaler in southeastern 
Pennsylvania reports an advance of 7 
per cent in trade price of soil pipe. 
in his territory. 
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This chart standing at 106.96 indicates a gain of 6.96 per cent for April, 1939 
over April, 1938 
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From New Jersey comes the following 
statement: “Plenty of business in the 
offing, but war scare, etc., holding 
things back.” 

South Atlantic States: Twenty-three 
per cent is the average gain for April 
over April 1938 reported by ten whole- 
salers in the south Atlantic states. 
Thirteen and one-tenth per cent is the 
average gain reported by these same 
firms for the first four months in 1939 
over the same period of last year. Five 
expect business in May to be better 
than in May last year, 3 expect it to be 
about the same, 1 expects a decline and 
one did not comment. 

Two of those expecting an increase 
in May—one in North Carolina and the 
other in southeastern Virginia—made 
these statements: “Many small build- 
ings under construction in this vicin- 
ity.”” “‘More building activity.” A Mary- 
land wholesaler reports the trade price 
of range boilers up about 12% per cent. 
The West Virginia wholesaler expect- 
ing a decline in May gave these reasons 
—coal strike, general business condi- 
tions locally and price difficulties. 

East North Central States: From the 
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SHIPMENTS OF PLUMBING 


AND 


HEATING EQUIPMENT 
Per Cent 
of Change 





Total 3 Mos., 
March, March, 3 Months 1939, Over 
bogh Lv3s 1gag 3 Mos., 1938 
Steel Boilers 
Mmamper OF Umits....ccccees 658 663 2X1] L 64.96 
Domestic Water Systems 
ee GPU nc wc ececcsccivecs 16,222 14,641 15,219 20.06 
Domestic Water Softeners 
Pe Or Cee. kk cieecccwcwe 1,608 1,064 3.888 + 29.82 
Plumbing Brass 
Thousands of Pieces.. i28 1.360 {80 + 39.50 
Mechanical Stokers 
Classes 1, 2 and 3, for Domesti« 
Apt. and Small Commercial Use 64 ith 1442 + 11.28 
Oil Burners 
0 I Seow SOFT 7,867 27,08 37.10 
Range Boilers 
er i OD, oo kk cee be cccceex GH0,387 71,947 ISO,288 11.16 
Cast Iron Boilers 
Thousands of Pounds............. 11.519 10,340 6,130 12.04 
Radiation 
Thousands of Sq. Ft.........ccece 2,887 2.715 9.651 12.14 








to be better in May than in May 1938, 
nine about the 
five expect a decline and three did not 
comment. 

West North Central States: Thirteen 
wholesalers in this section show an av- 
erage increase of 1.3 per cent for April 
over April 1938 and an average gain 
of 7.4 per cent for the first four months 


expect it to be same, 


One wholesaler in northeastern Kan- 
sas commented on 
dition locally. 
Pacific States: 

tenth per the 
April over April 
the six key 
15.1 per 
shown by 


the poor price con- 


Fourteen and one- 


cent is average increase 
1938 


wholesalers in 


for reported by 
the Pacific 
the average 
wholesalers for 


states. cent 1s 


rain these 





east north central states 32 key of this year over the same period of the first four-month period of 1939 over 
wholesalers show an average increase 1938. Three expect business to be bet- the like period of last year. Three ex- 
of 6.6 per cent for April over April ter in May than in May last year, five pect business to be better in May than 


in May 1938, two expect it to be about 
the 
from 


expect it to be about the same, one ex- 
pects a decline and four did not com- 
ment. 


1938 and a gain of 0.5 per cent for the 
first four months of 1939 over the same 
period of 1938. Fifteen expect business 


Same and one expects a decline 


last year 









Do YOU want to cut pipe 
with less effort and less 
cutter wheel expense 9 
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Then see the faster 
Pics |b with this 
Forged Blade Wheel 











NEW fast cutting that ends 

your burr problem—because 
this blade wheel is thin. Many 
more cuts per wheel—because 
it’s forged from special tool 
steel. That’s why the RIGEID 
Cutter saves you time, work and money. The steel 
reinforced cutter is warp-proof, always cuts true. 
You like the well-balanced feel of it, the easy spin- 
ning to size. Thousands of enthusiastic users will 
tell you it has no equal for speedy smooth low-cost 
pipe cutting. Four sizes for pipe up to (4) inches. 
Cost no more than old style cutters. Buy from your 
Supply House today. 


Mie) THE RIDGE TOOL COMPANY, ELYRIA, OHIO 
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News of Men... 


C. S. A. Meeting 


® Blank, Dickerson and Hoffman are main speakers in sixth 
meeting of Central Supply Assn. 


The Central Supply Assn. met in its 
sixth regular meeting in the Palmer 
House, Chicago, April 27 and 28 for a 
complete program of discussions on 
sales, distribution and marketing prob- 
lems. The first three sessions were 
closed. 

Opening the Friday afternoon  ses- 
sion, Pres. F. H. Steffens briefly 
touched upon three’ suggestions to 
manufacturers: that they mention the 
wholesaler in their advertising; that 
quarterly prices be established for the 
convenience and economy of = con- 
tractors and wholesalers; that cash 
discount rates be standardized. He 
then introduced Henry SS. Blank, 
N.A.M.P, vice president, the first fea- 
tured speaker of the afternoon. 

Mr. Blank emphasized the advan- 
tages to the public and to our industry 
of the fixture registration principle as 
contained in the sticker ordinance in 


Speakers at Central Supply Assn. meeting: 


his home city, Dayton, Ohio. “Our lo- 
cal association has spent two years of 
legal effort trying to establish a situa- 
tion in which we will know how plumb- 
ing fixtures are being distributed and 
installed,” he stated. He praised Day- 
ton wholesalers for their help in the 
effort to uphold the sticker ordinance. 

The speaker asked for firm prices, 
saying that, “It is not a question of 
how much we sell, but of how much 
we sell at a profit.” 

Reviewing the history of radiator 
heating during the last half-century, 
George H. Dickerson, president. of 
Heating, Piping and Air Conditioning 
Contracts National Assn., announced 
the 50th anniversary and convention 
of the association, to be held in the 
Drake Hotel, Chicago, May 31, June 1 
and 2. He reviewed the history of his 
association and outlined its achieve- 
ments in the development and the es- 


— ‘. > * . ml 

George E. Hoffman, president of Plumbing and Heating Industries Bureau; F. H. 
Steffens, president; Henry Blank, N.A.M.P. vice president; A. B. Anderson, vice president; W. E. McCollum, secretary; 
W. J. Spillane, member of program committee, and George H. Dickerson, president of Heating, Piping and Air Conditioning 


Contractors National Assn. 


Meetings... 

































Companies... 


tablishment of heating standards. 

George E. Hoffman, president of 
Plumbing and Heating Industries Bu- 
reau and manager of the plumbing and 
heating department of Crane Co., spoke 
on the topic, “The Wholesaler’s Field 
and His Opportunity.” “I believe the 
distributor today in every industry must 
justify his existence,” he declared. “It 
is not enough to carry a complete stock 
of materials; it is not enough to give 
prompt service. One must perform some 
work that merits recognition and com- 
pensation. 

“The distributor today must be mer- 
chandise-minded; he must be able to 
give wise and effective advice and 
guidance in sales and business methods 
to his customers; he must have respect 
for the ability and sincerity of his cus- 
tomers; he must give intelligent co- 
operation to manufacturers.” 

Mr. Hoffman praised the work of 
Plumbing and Heating Industries Bu- 
reau in raising the public conception of 
our industry, In concluding he advised: 
“Be constructive, not destructive. Cre- 
ate and build up; don’t tear down. 
Whatever helps the industry helps 
you.” 
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At Anthracite Conference: Frank Earnest, president, Anthracite Industries, Inc.; James P. Duffy, assistant to the president, and 
J. Morgan Kipe, both of Anthracite Industries, Inc.; H. D. Merrill, R. C. Moffett, Thomas Collins, Jr. and H. F. Miller. all of 
Hershey Machine & Foundry Co., and E. M. Vigneron 


Timken Meets 


Two-day sales meetings for dealers 
and salesmen were recently conducted 
it: Chicago, New York City and Syra- 
cuse, N. Y. by executives of Timken 
Silent Automatic Division, Timken- 
Detroit Axle Company, Detroit. Cur- 
rent plans call for an intensive sales 
drive during the late spring and early 
summer. 

In charge of the conferences were 
T. A. Crawford, general sales man- 
ager; M. A. Powers, chief engineer; 
W. J. Chappell, advertising manager, 


and Jack Williams, agency representa- in the left-hand column were prize 
tive. Elaborate displays of advertis- winners. 
ing and sales promotion materials 
» % ; i : KE. W. Walker 61 W. Colbert Gu 
were presented. Raymond Groff.. 68 Hobart Baldwin. 81 
Thomas on Burke ia VW }) Varshatll ret 
D ] G If Harry DeLeon. 74 Richard Mom 
e aware O Harold Pe ere 45 mrey?T (;ul 
Season’s first meet of the Delaware li. BE. Sutter 6 D>. B. Truxhorn. eu, 
Valley Trade Golf Assn. was held April 7 a _— ‘9 Herman J. Klein 
° ’ . , ‘ ‘ ras es ? rTi LT) . 
28 at the Washington Golf & Country eckatt "oe ft. Mel*res ‘30 
Club, Arlington, Va. Eddie F. Pierce, Robert G. Savill. 83 EK. M. Crocker 
Jr. was chairman, with Paul B. Holmes, R. GG. Milne Gu. Charles Hayne S 0) 
* , > ; Nerce ~ 1 ,O sur! | xf) 
Thomas F. Burke, W. D. Marshall and KB. Pi a Burns, J! 
HHS k aa H. H. Steck 78 HH. MeGuire (iu 
. . s tec assisting. A J Sor ery lhe i”? Potiis Mi ih yi] 
Net scores follow. The first six men Prank (|. Hacke 7 














NYE TUBE CUTTERS 





For Copper, Brass and Lead Tubing 


© the plumber, refrigerator repair man, and 
automobile mechanic who requires a first class 
tool for his tubing work, we recommend this cutter. 
The rollers make it superior to other cutters of 
the same type, as they reduce friction to the extent 
that tubing is not marred or torn during the cutting 
operation. Nye Ground Wheels of the latest type 
are furnished, and due to their finely ground edge 
they leave only a slight burr, easily removed by the 


"ASK YOUR JOBBER MILWAUKEE VALVE CO. 


reamer. 


WITH ROLLERS 


MILVACO 


HEATING SPECIALTIES 
APPROVED BRONZE VALVES 
VALVES AND FITTINGS FOR THE 
OIL INDUSTRY 


The REAL SATISFAC.- 
TION which your cus- 
tomers demand is found 
in MILVACO” PROD. 
UCTS ... Because they 
are soundly designed, 
sturdy, accurately ma- 
chined, carefully tested, 
have finished appear 
once and give years of 
continuous, trouble-free 
cervice. Then too, they 










































ure casier to install, 


Qur representative in 
your territory will be 
glad to serve you. 





The NYE Tool & Machine Works 


MILWAUREE WISCONSIN 


4120-30 Fullerton Avenue, Chicago, IIL, U. S. A. Manufacturers of 











MILVACO Heating Specialties and APPROVED Bronze Valves 














































80 


Herske Forms Firm 


Arthur R. Herske has announced for- 
mation of the firm of Herske & Timmis, 
Inc. which will introduce a new line of 
controls, systems and equipment for 
heating and air conditioning. The main 
office is at 33 West 60th St., New York 
City. 

Mr. Herske is president of the new 
company and W. Walter Timmis is as- 
sociated with him as vice president. 
Miles Gordon has been appointed man- 
ager of the concealed radiator division 
and Edward Walton has been made 
chief engineer. 

Distribution will be carried out in 
the major cities east of the Mississippi 





A. R. Herske 
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W. W. Timmis 


through local agency representatives. 
The announcement states that all of 
the products have been designed to 
be correlated with one another and 
stress will be made on system sales, a 
creed which Mr. Herske has discussed 
many times before trade associations 
throughout the country. 


New York Golf 


Excellent golf weather was enjoyed 
on May 4 when the Plumbing & Heat- 
ing Golf Assn. of New York met for 
the first time this season at the Oak- 
land Golf Club, Bayside, L. |. Approxi- 
mately 30 attended and prizes were 
won by the following: 
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Class A 


(1) Phil Platt of Sloan Valve Com- 
pany. (2) Lew Power of the Grabler 


Mfg. Co. (3) E. F. Keating, American 
Tube Works, Inc. 


Class B 

(1) Ernest Edwards of John Simmons 
Co. (2) Oscar Planteroth of Marks 
Lissberger & Son, Inc. (3) E. O. Brady 
of Briggs Mfg. Co. 

Class C 

(1) Bill Endres of Endres Plumbing 
Corp. (2) Ed. Rising of Chase Brass & 
Copper Co., Inc. (3) Wes. Davis of 
General Ceramics Co. 

Prizes were donated by E. F. Keating, 
Chris Leibfried of C. H. Leibfried, 
George Hannon of Schrafft’s and by the 
association. 


Copper & Brass 

Meeting in its annual conclave May 
18 and 19 at White Sulphur Springs, 
Va., the Copper and Brass Mill Prod- 
ucts Assn. elected the following offi- 
cers: John A. Coe, The American 
Brass Co., president; R. E. Day, Bridge- 
port Brass Co., vice president; Wylie 
3rown, Phelps Dodge Copper Products 
Corp., vice president; R. L. Coe, Chase 
Brass & Copper Co., vice president; 
W. M. Goss, Scovill Mfg. Co., vice 
president; C. D. Dallas, Revere Copper 
& Brass, Inc., treasurer; T. E. Velt- 
fort, secretary. 
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AUTOMATIC WATER SYSTEMS 


A dependable 
325 GPH Unit 


that sells for sniy 4920 





Look at these Features: 


1. No leaky stuffing 
boxes. 


2. No valves, leathers 
or belts. 


3. Only one moving r 
part. — , 


4. Motors of ample 











FIXTURES 


“600° 





horsepower. 
A COMPLETE LINE—CAPACITIES from 200 to 2700 GPH. from 
Ask your jobber or write for catalog and prices. Your Jobber 


ROOTS -CONNERSVILLE BLOWER CORP 


CONNERSVILLE INDIANA 


Pump TL aa for over a f ty Years 
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FISHER BRASS, INC 


as | 11n) ( ba 


Here is the newest shelf-type sink fix- 
ture—-the FISHER C-617—designed to 
reduce costs and eliminate complaints 
Fits new me tal sinks. or wooden work 
boards. Embodies renewable, long-life 
bronve seats enc ased scat washers — 


inverted stuffing boxes extra heavy 


valve walls long, anti-splash spout, 


ideal for divided sinks. Two finishes, 
pobkisty | chrome ind FISHER’S new 
Satone-Krome. Available also with 5 

ting hose and rubber protected 


pray head 1nd holder. (¢ 618 ) 
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Anthracite Conference 


® Home heating equipment and merchandising feature sessions 


at Lehigh University 


Much of the interest at the second 
annual Anthracite Conference, held 
April 28 and 29 at Lehigh University, 
Bethlehem, Pa., centered about heating 
equipment for the home and merchan- 
dising. Approximately 300 attended. 

Highlighting the session on “Anthra- 
cite in the Home” was the address by 
Allen J. Johnson, director of the An- 
thracite Industries Laboratory, on “Ex- 
panding the Domestic Market for An- 
thracite.” He stated that automatic 
anthracite stokers now in operation rep- 
approximately one per cent of 
the heating systems for which they 
would be suitable. “While at first 
glance this may not seem impressive,” 
he said, “it should be remembered that 
it is only in the last two or three years 
that stokers have received any appre- 
ciable public acceptance, Furthermore, 
the stoker of today is far advanced as 
with those of only a few 


9? 


resent 


compared 
years ago. 

Citing the tremendous market avail- 
able for thermostatic controls, Mr. 
Johnson said, “Thirteen out of 
teen consumers of hand-fired anthracite 
could enjoy increased comfort and con- 
venience as the result of the purchase 
of an inexpensive, yet dependable ther- 


four- 


mostatic control.” Noting that not 
more than 250,000 thermostats are now 
in use on approximately 3,600,000 an- 
thracite-fired heaters suitable for their 
installation, he stated, “Over three 
million homes are, therefore, prospects 
for thermostats as well as for mate- 
rially increased satisfaction.” 
Theodore I. Coe, technical secretary 
of the American Institute of Architects, 
stated that developments in modern 
heating equipment now permit the 
architect to plan with an 
space and a dependability of equipment 


economy of 


that represents perhaps the greatest 
contribution to planning for modern 
living. 


Discussing the “Selection, Installa- 
tion and Performance of Domestic An- 
thracite Stokers,” Paul A. Mulcey, as- 
sistant director of the Anthracite In- 
dustries Laboratory, stated that “there 
is at least one model of anthracite bin- 
feed stoker to take care of practically 
every conceivable cellar layout. It is 
reported that approximately 60 per cent 
burner sales are of the 


Nearly all stoker manu- 


of anthracite 
bin-feed type. 


facturers have bin-feed models avail- 
able.” 
“Approximately 80 per cent of stok- 
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ers now sold,” Mr. Mulcey said, “have 
mechanical ash removal equipment. 

Regarding installation, he stated the 
problem is being made simpler as many 
stoker boilers are now being made with 


specially designed bases, including re- 
movable plates or special provisions for 
construction of simple brick bases. 

He cautioned that “Every boiler con- 
hand-firing should be 


joints 


verted from 
checked for 


which might permit the entrance of air. 


loose and cracks 


This precaution may mean the differ- 
ence between success and failure in 


consumer.” He added 
should be 


satisfying the 
that chimney 
carefully checked. 

Ralph A. Kraus, Anthracite 
tries Laboratory, stated that, “Commer- 


connections 
Indus- 


cial anthracite stokers have now com- 
pleted the experimental stages of their 
development, and are proving their 
practicability 


hundreds of installations.” 


and economic value in 


Producers Council 


Meeting in its annual session in Chi- 
cago, May 9 to 11, The Producers Coun- 
cil elected A. B. Tibbets, National Lead 
Co. to succeed R. G. Creviston, Crane 
Co., as president. James W. Follin has 
been appointed managing director. 

Main themes of the meeting were low 
cost housing and coordination of activi- 
ties of various groups within the build- 
homes con- 


ing industry to stimulate 


struction. 


At Anthracite Conference: (1) A. F. H. Scott, vice president, Hoffman Specialty Co.; Allen J. Johnson, director, Anthracite Indus- 
tries, Inc.; (2) Harry R. Way, A. E. Bastedo and H. A. Schnitzer, all of Burnham Boiler Corp.; (3) H. R. Oesterling, Dan B. Bur- 


es 


kert, president, Peerless Heater Division, Eastern Foundry Co.; Ralph Patterson, Bell & Gossett Co.; (4) L. 
Black and Paul Addams, all of Fitzgibbons Boiler Co.; (5) Howard B. Evans, Iron Fireman Mfg. Co.; E. L. 
Industries, Inc.; H. F. Miller, Hershey Machine & Foundry Co.; (6) 
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Minneapolis-Honeywell Regulator Co. 


Arnold Michelson, H. F. 


A. Howley, E. N. 
Buller, Anthracite 


Dever and J. C. Dorsey, all of 

















Branch managers for Kohler Co. at a recent sales convention in Kohler, Wis.: (1) D. A. 
Hawk, Kansas City; S. H. Gilmore, St. Louis; J. H. Inman, Houston; (2) F. P. O'Neil, 


Detroit; C. C, 
City; (4) H. H. Held, Philadelphia: J. 


Farrar, Pittsburgh; (3) J. W. Lucas, Newark; R. H. Ludlew, Salt Lake 


Worscheck, Minneapolis; H. C. Schrader, 


Chicago; C. E. Ryan, Milwaukee 


° 
Sales Conventions 

Highlight of the recent dealer and 
distributor meetings of Combustioneer 
Division of The Steel Products Engi- 
neering Co., held in Springfield, Ohio, 
were descriptions of business condi- 
tions abroad by Pres. J. E. McAdams, 
who has recently completed a world 
tour. He said that dealers in China are 
selling stokers in spite of war and 
bombings and that dealers in Norway 
and Sweden are enjoying twice the 
business of last spring. 

The meetings were called to exhibit 
to contractor-dealers and distributors 
new models and sales plans. Features 
of the products and advertising and 
sales helps were displayed and ex- 
plained by H. W. Prior, domestic sales 
manager, who was in charge of the 
meetings; W. S. Burke, commercial 
sales manager; Clark Scholl, chief engi- 
neer, and Homer McCampbell, service 
manager. 

Vice Pres. R. C, 
the company’s increased investment in 


Goddard described 


new plant and machinery. 


Research Plan 

Wm. B. Scaife & Sons Co., Oakmont, 
‘a. has established an industrial fellow- 
ship in Mellon Institute for the purpose 
of conducting scientific research on 
problems pertaining to processes of 
fabricating and to the use of metal 
tanks, pressure cylinders and water- 
softening equipment. 


Summer Meet 

The program for the summer meet- 
ing of the A.S.H.V.E., to be held at 
Mackinac Island, Mich., July 4 to 6, 
has been completed, with nine topics 
assigned the bulk of discussion. 

Technical sessions are to be held 
Tuesday afternoon, Wednesday morn- 
ing and Thursday morning. There is a 
full schedule of golf, water sports, ban- 
quets and dancing, horseback riding. 


New Distributors 


Sales Representatives, Appointments 





Keystone Brass & Rubber Company, 
Philadelphia, has appointed Samuel H. 
Allston to a position in charge of sales 
promotion and advertising. Formerly 
engaged in editorial work, Mr. Alliston 
more recently was associated with our 
industry in advertising manager and 
sales promotion manager capacities. 

The Pittsburg Water Heater Corpora- 
tion, Pittsburgh has announced the ap- 
pointment of John Marlow, Syracuse, 
as representative in northern New York 
State, and A. W. MacKenzie, as repre- 
sentative in New Jersey. 

J. B. Wise, Inc., Watertown, N. Y. 
has announced the appointment of Dick 
Collings, Cleveland as a sales repre- 
sentative. 

Weoodward-Wanger Company, Phila- 
delphia has announced the appointment 
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of James Ramage as sales representa- 
tive in the Westchester County N. Y. 
territory. 

Fluid Heat Division, Anchor Post 
Fence Co., Baltimore recently has an- 
nounced appointments of dealers in 
Jersey City, Perth Amboy and Cran- 
ford, N. J.; Forest Hills and Rome. 
N. Y.; Lock Haven, Pa.; Birmingham, 
Ala., and Duluth, Minn. 

Conco-Sampsel Stoker Corporation, 
Mendota, Ill. has announced the ap- 
pointment of Harold W. Winningham 
as western sales manager, with head- 
quarters in Seattle, Wash. 

American Rolling Mill Co., Middle- 
town, Ohio has announced the appoint- 
ment of Foster E. Wortley as assistant 
manager of the Mid-West sales area. 
Henry L. Woods, Jr., who has been at- 
tached to the conipany office in Detroit, 
has been made manager of the Cleve- 
land office to succeed Mr. Wortley. 

Harvey-Whipple, Incorporated, Spring- 
field, Mass., has announced the appoint- 
ment of ten new dealers in eastern 
states recently. 


Personals 


W. R. Rich, formerly vice president 
of Reif-Rexoil, Inc., has become vice 
president in charge of sales for Coreco 
Heating Systems, a new distributing 
corporation with main offices at 15 Elli- 
cott St., Buffalo. Directors of the new 
corporation are A. F. Reif, C. A. Reif 
and Mr. Rich. 

John S&S. Nicholl, Wellesley Hills, 
Mass., has been appointed New Eng- 
land district representative for Crown 
Die and Tool Co., Chicago. 

Edward A. Mead, associated with the 
company for fourteen years (the last 








E. A. Mead 


ten as assistant sales manager), has 
been appointed sales manager for Nash 
Engineering Co., South Norwalk, Conn. 

W. J. Hawkins, formerly Boston man- 
ager of the mill products division of 
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Bridgeport Brass Company, has been 
transferred to the main office at Bridge- 
port and has become assistant sales 
manager of that division. Nathan New- 
bury, who has been attached to the di- 
vision’s Providence office, has gone to 
Boston to take over Mr. Hawkins’ for- 
mer duties. 


Daniel G. Burkert was 
elected president of The 
Foundry Company, Boyertown, Pa. to 
succeed the late Edwin M, Rhoads. Mr. 


astern 





D. G. Burkert 


Burkert was one of the incorporators of 
the company in 1922 and continued his 
association with the firm ever since, 
serving as vice president in charge of 
production and purchasing agent. 


recently 
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Business Changes 


and New Incorporations 





Kohler Co., Kohler, Wis., has an- 
nounced the establishment of a new 
sales branch in Newark, N. J., May 1, 
with J. W. Lucas in charge as acting 
manager. A showroom for the display 
of products will be completed and 
opened at an early date and, together 
with the office, will be located at 406 
Raymond Blvd., where the company 
maintains a warehouse. 

Mr. Lucas for some years has been 
the Kohler plumbing and heating sales 
representative in northern New Jersey. 
The expressed purpose in setting up 
complete branch facilities under his 
charge is to render increased service 
to the trade in this area. 


H. A. Thrush & Co., Peru, Ind., es- 
tablishing a factory sales office in Hart- 
ford, Conn. and a district sales office 
in Albany, N. Y., has announced the 
following appointments: MHarrey § E. 
Thompson (previously connected with 
the Philadelphia office), factory repre- 
sentative for western New England; 
Herbert T. Waterstraat, representative 
in the Albany, N. Y. O. T. Cole, 
Tuscaloosa, representative in Missis- 
sippi and Alabama; J. R. Dowdell, Dal- 
las, representative for Texas; 5S. G. 


area, 








and laundry trays. 
permanently cemented, have the strengt 
piece units. 


ALBERENE 








STONE 





SPECIAL SINKS 
TO FIT ANY SPACE 


Non-absorbing and non-staining, Alberene Stone is ideal for sinks 

Tongue and groove joints with hidden bolts, | 

and tightness of one- 

Alberene is acid-, heat-, and wear-resisting. It can be shaped, 

sawed and fabricated in any desired shape or form. 

Order Alberene Sinks of any dimensions to fill any desired spaces. 

Shipment will be made within one week from the receipt of order 

and complete details as to sizes, openings, etc. 

Write for special price on the Alberene 44” Laun- 

dry Tray, plain and in Duco colors. 

STONE CORP. OF VIRGINIA | 

419 Fourth Avenue, New York, N. Y. 
Quarries and Mills at Schuyler, Va. 


L_BERENE 


SINKS * TRAYS 
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$3 
Anstey, Los Angeles, representative for 


southern California and Arizona. 


Cohoes Rolling Mill Company, Co- 
hoes, N. Y. has announced the opening 
of a sales office in Philadelphia in 
charge of E. A. London, district sales 
manager. 


Kewanee Boiler Corp., Kewanee, III. 
has announced an program 
costing approximately $90,000 to begin 
immediately and continue into the fall. 


expansion 


A new annealing furnace will comprise 
part of the program. 

The New York office of Richardson 
& Boynton Co. has been moved to 274 
Madison Ave. 


Conco Engineering Works, Mendota, 


Ill., has been given exclusive distribu 
tion rights on all Type M Field baro- 
metric draft controls. Previously the 


manufactured the com 
draft 


Company but 


company has 
controls for the 


handled only 


plete line of 
ield 


partial 


has 
distribution. 


B. H. Deacon 
Co., Philadelphia is at York and Amer- 
Huntington and Amer- 
month. 


The new address of 
ican Sts., not at 
ican Sts. as reported last 

Crowell & Company, Chicago has 
moved its offices to 310 W. Polk St 
where larger display space is available. 






¥ 





50/50. For all high-class sol 
dering. Melting range 362 
419° F. Write for free booklet. 








FOR YOUR PROTECTION Eagle 2 - Star 

Solder is sold through recognized plumbing 

supply jobbers who in turn loyally support 

master plumbers 

THE EAGLE-PICHER LEAD COMPANY 
Chicago « Joplin - Cincinnati 
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DOMESTIC 


UNCLE SAM 


says no other PUMP 


or SOFTENER has all 





Pat. No. 1507441—Water Box Ar- 
rangement of Shallow Well Pumps 
with suction valves below and dis- 
charge valves above cylinder increases 
suction lift (some users report up to 
30 ft.) and causes water to travel only 
in one direction through pump—hence 
the name Uniflow. 

Pat. No. 1609582——Centrifugally 
Forced Oiling System on all Shallow 
Well Pumps. 
shaft throws a steady stream over 


An oil disc on crank- 


working parts and bearings. Supply 
is always visible through window in 
crank case. 

Pat. No. 1839231—Self-Adjusting Pis- 
ton Rod Wiper prevents water from 
hanging on piston rod and getting into 
oil supply. This in addition to a good 
stuffing box in the water box end which 
is adjustable. However, the Wiper is 
self-adjusting and automatically ad- 
justs itself to be snug to the piston rod 
at all times. 

Pat. No. 187846— Double Pole Switch 
eliminates fluttering of contact arm. 
It’s positive in on and off contacts— 


no arcing. Makes motor last longer 
and prevents rapid burning of contacts. 
All Uniflow Water Pumps, Beer Pumps, 


and Air Compressors use this switch. 


DSO-12— Illustrated 
$166.00 List 
Other Models start 
at $48.00 List 





P-250 PACEMAKER 
Shallow Well System. 
250 G.P.H. Pum 42 
gal. Galvanized Tank. 
Assembled and ship- 
ped in one crate. 
$70.00 List 

250 Gal. Pump $48.00 
180 Gal. Pump $40.00 





SUBURB SPECIAL 
The Shallow Well 
Syaterm for big water 
demands includes 425 
G.P.H. Pump and 42 
Eied and shipped in I 

and s din 
crate. $92.00 List. 

There are larger Uni- 
flow Systems for all 
needs. 


Pat. No. 1990722—Piston Type Valves and 
Timing Mechanism for Water Softeners. Our 
piston type valve is positive, no metal surface 
to wear or score, for the valve is made of 
special rubber. Uniflow Self-Operating Water 
Softeners use piston type valves and vacuum 
motor mechanism having enormous surplus 
power for tripping the timing mechanism- 

As automatic as the self starter on your car 

you start it and operation is automatic there- 


after. A child can lift the handle. 


Write Us If Your Wholesaler Cannot Supply You 


UNIFLOW MFG. CO. 
Pumps In Sizes To 5000 Gallons Per Hour 





Erie, Pa. 
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PRODUCTS 
fo DEALERS 








Lavatory with 
Soap Chamber 


The cut-away view of the vitreous china lavatory 
shows the soap chamber which is an integral part of the 
fixture. The container is under the slab, as shown in the 
photograph. It is filled through the top of soap valve. 

sesides the dispenser, the unit is equipped with a 
special metal spout supply and waste fitting. Available 
with concealed hangers the fixture can be had with ped- 
estal leg and hanger. It is specially adapted to schools 
and public and semi-public buildings. It is announced 
by Crane Co., 836 S. Michigan Ave., Chicago. 





A tankless water heater and an 

oil-burning boiler are shown in 

the photographs above, while at 

the left is a new lavatory with 
an integral soap chamber 





Tankless Water 


Heater 

The recently announced tankless water heater shown 
in the illustration is designed for use in apartment build- 
ings, hotels and other buildings requiring a large volume 
of hot water. It is pointed out by the manufacturer that 
the heater can be installed below the water line and cir- 
culated with a pump, or it can be installed above the 
water line and circulated by gravity. 

Listed as features of construction are small boiler con- 
nections, large capacity, removable coils, easy installa- 
tion, easy cleaning and the fact that it is rust-proof. it 
is by Bell & Gossett Co., 3000 Wallace St., Chicago. 


Oil-Burning 
Boiler 
A specially engineered, oil-burning boiler has just been 
announced and is shown in the illustration. The boiler 
sections are reported as having finned surfaces which ex- 
tend the heating contact, providing a rapid and very eff 
cient heat transfer. Controls are described as accessible 
for making electrical connections with the oil burner. 
The jacket is pointed out as being of the latest design 
with the feature of being raised above the floor for eas\ 
cleaning and to protect the jacket from rusting at th: 
It is by Utica Radiator Corp., Utica, N. Y. 


edges. 
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White 
Toilet Seat 
The white toilet seat shown in the illustration 1s de- 
signed for use in low cost housing projects and for re- 
placement where price is the primary consideration. 
The manufacturer calls attention to the construction 
of the seat and the fact that it is guaranteed not to crack, 
chip, peel or craze. It is built with a seamless, one-piece 
molded core covered with seamless pyroxilin. It is an- 
nounced by Standard Tank & Seat Co., Camden, N. J. 





White Toilet Seat 


New Water Heater 


New Water 
Heater 


The illustration shows a new tankless water heater 
with a shell of electric welded heavy gauge copper, and 
multiple small tubes silver brazed into large headers. 
This latter feature is reported as affording more efh 
cient heat transfer and minimum pressure drop. 





GET UP TO DATE 


Chicago Faucet Prices 


Time marches on, and s0 a most of your jobs,’ change 


lot of plumbers who used to your thinking. A little com- 
think Chicago Faucets high parison of Chicago Faucet 
priced now knew that their 
cost to the trade is right 
in line with the cost of 
other comparable makes. If 
you are one of those who 
still hold to the fallacy that 
Chicago Faucets, because of faucets you can offer your 


prices with the prices of 
other leading lines will con 
vinee you that, quality con 
sidered, they are the most 
reasonably priced of any 


their admitted superiority, customers with equal assur 


are ‘‘too high priced (for ance of complete satisfaction 


Ask your wholesaler 


THE CHICAGO FAUCET CO. 
2712 N. Crawford Ave., Chicago 
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SMOOTH-ON makes a 
perfect joint at flanges 
that do not meet or align 


Fr. the gap is too wide for one 
gasket, several may be painted 
with Smooth-On No. 3, piled to- 
gether and pulled up with sufh- 
cient compression to form the 
seal. 

If the flanges are too far apart 
for this method, make a spacer or 
“dutchman” of the right thick- 
ness (Fig. 1) by machining down an old flange, 
coat all contact and gasket surfaces with Smooth- 
On No. 3, and pull up in the regular way. 

If the flanges are too far out of alignment to 
spring together, cut a spacer from old pipe of 
slightly larger size, insert permanently between 
the flanges (Fig. 2), and using 
this spacer to keep the Smooth- 
On from getting inside the pipe, 
fill the gap between the flanges 
with Smooth-On No. 1. After 
the Smooth-On No. 1 has set 
slightly, insert and pull up the 
holding bolts. Further expan- 
sion of the Smooth-On in com- 
plete hardening will wedge the 
Smooth-On filling so tightly into place that the 
joint will never leak. 

And here is a tip to remember when you need 
a gasket, but think you have not the necessary 
material. Cut cardboard, thick kraft paper or 
wire gauze to the correct size, coat with Smooth- 
On No. 3, and you are all set. As Smooth-On 
greatly improves the tightness of any gasket, you 
will be surprised at what this emergency com- 
bination can do. 

Hundreds more of Smooth-On 
repair jobs are equally simple 
and dependable. 





























Fig. 2 


Get Smooth-On in 1 or 5-lb. can from 
your supply house or if necessary, 
direct from us. 


Mail coupon for FREE 
Smooth-On Handbook : : 
There are eleven Smooth-On cements, each * ———— $$ 


for specific uses, and all explained in the 
Smooth-On Handbook. 

Get this book and follow ite advice. The 
directions and diagrams will post you well 
on Smooth-On, how to apply for best results, 
and what to expect from the finished job. 























Ones 
SMOOTH-ON [/------------_--- 


‘| SMOOTH-ON MFG. CO., Dept. 12 
‘| 570 Communipaw Ave. 
; Jersey City, N. J. 


] Please send SMOOTH-ON HAND- 
i BOOK. 


Name ... allt ot ee 





Address 


Motor Car ad Boat alae alae esata 
Home, Factory on 
Power Plant | 


Dot with 
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Another feature of interest stressed by the manufac- 
turer is the fact that no sediment collection takes place 


because of the s h shell surface. The unit is an- 
BIG SALES POINTS cach hs diac a nol West 3rd St. So, 
| Boston, Mass. 
IN THE NEW 
Heating 
KOHLER TYPE G | controts 


The illustration shows one of two recently announced 


0] IF i | heating controls. This particular control uses radio tubes 
ALL- ° U Q POSE B /asa relay element and because of its extreme sensitivity, 
will permit closer regulation of comfort conditions. 

The other control is described as an automatic heating 
control designed for use in multi-occupancy buildings 
with any type steam heating system, and any oil burner, 
stoker or gas-fired boiler. The controls are announced by 
Herske & Timmis, Inc., 33 West 60th St., New York 
City. 
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Dishwashing Sink Heating Control 


4 . 
Dishwashing 
‘? 
Sink 
The two compartment dishwashing sink shown in the 
accompanying illustration has been improved recently. 











Made for Long Rugged Service 





> aa oe 
We ae ae 
Pri Sa Th ¥ 


] Large submerged 4 Built-in heater 7 Large base door 
nipples at water line 
8 Handy toe opener 


Rapid circulati , 
2 “Quick beating ee 9 Extra-high base 


10 Concealed 


3 Heat-trapping 
flues damper control 


6 Insulated front 


There are many other important features in Kohler's 
new boiler: recessed gauges; efficient insulation; non- 
rusting, non-corroding cast-iron sections; large fire | 





door; grate bars which will not dislodge, and a heavy- 
gauge steel jacket in hard, durable baked enamel. 
The Kohler Type G is made primarily for coal, but 
can readily be converted to either oil or gas. Thus it | 
is @ good oe for the moderate "incomer" who thinks 
he may later turn to another fuel. 
Write today for full information onthe TypeG—on | 


the "22" Oil Boiler too. Your customers will appre- , 
ciate the splendid, up-to-date heating products made Boiler Tube Cleaners, Flue Brushes, Wire Heater 


at Kohler Village. Kohler products are sold to heating | Brushes, Handy Cleaner Brushes, Fire Brooms, 
contractors through wholesalers. Kohler Co. Founded | Track Brooms. 
1873. Kohler, Wisconsin. | 





Tempered Steel 
The Worcester line is complete. 
Catalog gladly sent upon request. 


KOHLEROFKOHLER WORCESTER BRUSH and SCRAPER CO. 


10 AUSTIN STREET WORCESTER. MASS. 


a on. i, i, ae ae ae on i i ee, Oe AND HEATING 
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It is designed for use in a cabinet top, regardless of the 
top material, according to the manufacturer's announce- 
ment. 

Among the new features incorporated in the sink are 
the method of mounting the fixtures and the type of 
spray. The fixtures are mounted on the back ledge of 
the sink, and a concealed type spray is employed. Other 


ENGINEERING 87 





features include a round washing compartment and a | 


duo-strainer drain. The sink is announced by Ebco Mig. 
Company, 401 W. Town St., Columbus, Ohio. 


Ejector Deep 
Well Pump 


The accompanying — illustration 
shows a recently announced deep 
well pump described as being of the 
ejector type. One of the outstanding 
features reported by the manufacturer 
for this new line is the inclusion of 
an automatic pressure regulator and 
an air charger valve. ‘These are de- 
scribed as insuring a constant operat- 
ing pressure at the ejector and air 
supply in the pressure tank. 

Another feature is the fact that the pump may be 
offset from the well. They are pointed out as quiet in 
operation and available in a variety of types and sizes 
to meet different operating conditions. Announced by 
The IF. E. Myers & Bro. Co., Ashland, Ohio, 








Don’t Be a DOPE- 
USER 


STOP using ordinary pipe dopes today. Turn to 
Key-Tite, the perfect waterproof joint compound 
for thread and gasket connections, and save 
TIME...MONEY... WORRY. 


1. Key-Tite stops leaks the first time... saves you 
all those non-chargeable return calls. 2. It goes 
two to three times as far. 3. You'll do better work 
when you use Key-Tite...no loss of good will 
because of unsatisfactory work. 

LEADING MANUFACTURERS RECOMMEND KEY-TITE 
for use on all plumbing and heating equipment. It will not 
freeze the joint, does not affect the color or taste of potable 
liquids, always retains its full body and plastic qualities and 
will not settle in the can. 

Write for a liberal FR EE sample of Key-Tite today or order 

a can from your jobber. 
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WATER praoor 


PIPE JOINT 
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2661 McCasland Avenue East St. Louis, Hil. 
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“Wessels Boilers of Course— 


We've Used them for Years” 


Experienced plumbers everywhere know and rely 
upon the Wessels Range Boiler. They know that its 
superior quality will back their reputation for high 
grade work. 


Built to highest standards, Wessels Boilers are fabri- 
cated in a modern plant, by skilled workmen, from 
the best of materials. Forming, riveting, welding, 
threading, galvanizing, inspection and testing are 
carried out with unusual care. 


Hence, Wessels Range Boilers stand up, and give 
satisfaction in service. 


The Wessels policy of selling only through recognized 
plumbing wholesalers to licensed master plumbers 
protects the plumber's profit. 


Write 


for 
Details 


Mention 
Your 


Jobber 





D.D.WESSELS & SONS Co. 
16Z2S Euccio Ave. Easr 


DETROIT. MICHIGAN 
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| Gas-Fired 
| Heater 

An exceptionally heavy steel tank galvanized by a 
| special process is one of the outstanding features listed 
' for the hot water heater shown in the illustration. This 
heater, recently improved, is further reported as having 
| a quick recovery. 
| The unit has a positive, short-range, snap-action ther- 
mostat which is equipped with a customer indicator 
adjustment. The heater is announced by The Hotstream 
Heater Co., 8007 Grand Ave., Cleveland. 





The _ gas-fired heater 
is shown at the ex- 
treme right. Other 
photo shows a fuel 
economizer which is 
delivered knocked 
down and ready to 
assemble in firebox 





Fuel 
Economizer 

The illustration shows a = supplementary unit for 
domestic oil burners designed to increase efficiency of the 
boiler unit. The equipment is described as_ large, 
weighing 140 Ib. and up, made of special alloy. 

The unit is available in a variety of sizes—round, 17 
to 30 in.; rectangular, all domestic sizes, four to 8 family 
houses. It is announced by Fuel Control Corp., 299 
Madison Ave., New York City. 
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leading suppliers of Pipe Fittings. 


The largest as well as the smallest | DNR SIGNED 


t i t . 
of users standardize on them for every angle! 


The latest development of OATEY 
engineers . . . the Kentucky Code 


possess the qualities you seek in fittings—accu- | Fiasning .’. \ is tailor made for any 


roof angle up to 45 degrees. 





Doesn't that suggest that they 


rate, clean-cut threads plus time-tested depend- This flashing embodies all of the 
better construction features which 
have been synonymous with the 


ability? A complete line of malleable, cast-iron | "8%p_h6h" ,genomymons with tne 


weight lead and size apron and any 


d b fitti Distrib tors in rinci al height collar that may be turned 
an rass ! ngs. *. u p p over the edge of the soil pipe... 
making it impossible § for leaks, 
e,e , j 
caused by expansion and contraction, 
cities. to develop. These features guarantee 
a positive, trouble-free installation 
and make it worth vour while to 
investigate this OATEY Flashing at 
your earliest convenience. 
See your wholesaler. 


OATEY also makes all sizes and 
e | styles of flashings in copper, lead 


and galt ‘an ized. 


ERIE, PA. U.S.A. THE L. R. OATEY CO. 


10230 Gerea Road, CLEVELAND. OHIO 
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Two Oil 


Burners 

Two oil burners, announced recently, are described as 
identical in design and appearance, except for size. 

It is reported that extreme quietness of operation has 
been attained by an improved method of air regulation, 
alignment of moving parts by accurately machined sur- 
faces, special motor, and type of air-oil mixing method 
employed. The burners are announced by The Nu-Way 
Corporation, Rock Island, III. 





New Oil Burner 


Stoker-Fired Conditioner 


Stoker- Fired 


Conditioner 
Shown in the accompanying illustration is a recently 


announced stoker-fired winter air conditioner. Among 
features listed for the unit’s construction are its welded 
steel furnace, automatic coal stoker, circulating blower. 
The unit is rated at 75,000 B.t.u. at the bonnet up to 
and including 300,000 B.t.u. at the bonnet. The manu- 
facturer points out the conditioner is sold complete and 
cannot be applied to existing heating units. It is an- 
nounced by Schwitzer-Cummins Co., Indianapolis. 


ARE YOU PROFITING FROM... 


wih thermostatic mang Customer 
Satisfaction? 


valves! 


Check the ones you now sell 
to make sure they incorporate 
these all-important features: 





[] No springs, coils, or other 
delicate mechanisms to go 
wrong. 


[] An action that can be re- 
moved, inspected and re- 
placed in three minutes. 


vc” 


] Monel Metal interior working 
parts. 

"] PROTECTED thermostatic ele- 

ment of the solid bi-metal 

type. 





-) Built-in check valves and 
strainers that can be re- 
moved without disturbing 





piping or the valve action. 


[) POSITIVE and ACCURATE 
temperature control. 


For schools, hospitals or homes, 
insist on the mixing valve which 
includes all of these essentials. 











Write today for catalog TM and 





the name of your nearest 
THERMO-MIX representative. 
SOLD THROUGH RECOGNIZED 
PLUMBING WHOLESALERS. 


HERMO-MIx 


NO SCALD NO CHILL 


THERMO -MIX, INC. 


128 GRAND AVENUE BROOKLYN, N. Y. 








@ A MORE RUGGED CONSTRUCTION oe 
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Gardner-Denver ADR 


motor-driven compressor unit. 


Builds Sales FASTER 


with GARDNER-DENVER 
AIR-COOLED COMPRESSORS 


ODERATE in price, yes—but never cheap. 
There, in a sentence is the reason why 
Gardner-Denver air-cooled compressors and out- 
fits sell faster and build profits quicker for the 
distributor. Quality in these compressors is more 
than a word—it’s apparent in better construction 
—in such features as Timken Tapered adjustable 
roller mirror finished main bearings in Gardner- 
Denver vertical V-type compressors—in cylinders 
that are carefully bored, honed and machined 
. in larger cooling fins that assure satisfaction 





at any season. 
Gardner-Denver quality will help you sell 
Gardner-Denver air compressors for starting 
Diesel, gas and oil engines . . . for paint spraying 
and fire insulation . . . for filling stations . . . fora 
multitude of industrial applications within their 
capacity range. Gardner-Denver’s fair distributor 
policy backs you up on 
every sale you make . 
gives you real co-operation. 
Get full information about 
the Gardner-Denver COM- 
PLETE air-cooled compressor 
line—and about how it will 
help you build sales and 
profits. Write today! 


Gardner-DenverCompany, 
Quincy, Illinois. 


GARON 
-DENY 
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Quality That STANDS OUT 





Gardner-Denver Duplex Singie- 
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Plumbing and heating installations can take a lot 
more time and labor than you figured if you have 
trouble with piping materials. Call-backs, to repair 
leaky joints, to replace valves that fail can cost you 
real money. 

Don’t risk this danger to your profits—enjoy the 
protection that comes with valves and fittings of 
proved quality. Choose Crane valves whose good- 
ness and dependability are assured right in the 
laboratory where they are engineered. Choose Crane 
fittings of sound design and sturdy quality—whose 
chamfered ends, clean and deep-cut tapping and 
true alignment mean speedier, more workmanlike 
make-up that stays tight. 

Play safe!—stock quality piping materials only. 
Cheap items always prove costly in the long run. 
Insist on Crane-Quality on every job—in the valves 
and fittings as well as fixtures. Then you're pro- 
tected and your customer satisfied. 


CRANE 


CRANE CO + GENERAL OFFICES: 836 S. MICHIGAN AVE. - CHICAGO 
VALVES © FITTINGS © PIPE «© PLUMBING © HEATING © PUMPS 


NATION-WIDE SERVICE THROUGH BRANCHES, 





WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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Thermostatic 
Mixing Valve 

The illustration shows a recently announced thermo- 
static mixing valve for group or zone control. 

One of the features of the unit is its simple and rugged 
construction, reports the manufacturer. The solid bi- 
metal type thermostat element is used and 1s protected 
from the water to guard against corrosion. It is made 
in four sizes, from 15 to 60 gal. It is announced by 
Thermo-Mix, Inc., 129 Grand Ave., Brooklyn. 





Differential Control 





Differential 


Controllers 

The photograph shows a newly announced differential 
controller designed with two bellows assemblies that 
oppose each other and react to variations in the differ- 
ence in pressure or temperature between the elements. 

The manufacturer points out the units may be in- 
stalled with an orifice to control the flow of steam or 
liquids, or it may be used as an alarm device on cooling 
water systems. It is announced by Minneapolis-Honey- 
well Regulator Co., 2801 Fourth Ave. So., Minneapolis. 


EAGL 


super 
ROOF 
ae: 


Thermostatic Mixing Valve 








Pliable... 
one-piece...alllead... 
feather edge on boot... 
readily calked. Fits any 
roof slope. Write for 
free booklet. 


us Y WS 


225953 





THE EAGLE PICHER LEAD COMPANY 
CHICAGO JOPLIN CINCINNATI BICHER 
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NEWS of PATENTS 
Plumbing and Heating 
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2,122,228 
WATER HEATER 
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2,122,721 
METER COCK 


2,125,727 
AIR CONDITIONING APPARATUS 








2,121,313. Distributor Head for Stokers. Charles A. Bin- 
ney, Hornell, N. Y., assignor by mesne assignments, to the 
Standard Stoker Company, Inc., New York, N. Y. 

2,122,228. Water Heater. Elmer E. Goehler, 
Ore., assignor to Vortex Manufacturing Co., Portland, Ore. 

2,125,727. Air Conditioning Apparatus. Milton Kalischer, 
Springfield, Mass., assignor to Westinghouse Electric & Mfg. 
Co., East Pittsburgh, Pa., a corporation of Pennsylvania. 

2,122,721. Meter Cock. Sven J. Nordstrom, Piedmont, 
Calif., assignor to Merco Nordstrom Valve Company, Pitts- 
burgh, Pa., a corporation of Delaware. 


Portland, 
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2,122,247 
SHEET METAL BATHTUB 


s— 35 / 




















2,122,245 


2,123,672 
THERMOSTATIC CONTROL BATHTUB 








2,122,832. Closet Bowl Step Attachment. 
New York, N, Y. 
2,122,247. Sheet Metal 


22,2 Bathtub. Harry G. Coordes, 


troit, Mich., assignor to Briggs Mfg. Company, Detroit, Mich. 
Du Bois, 
Manufare- 


Kenneth W. 
Electric 


2,123,672. Thermostatic Control. 
Plainville, Conn., assignor to Trumbull 
turing Company, Plainviile, Conn. 

2,122,245. Bathtub. John A, 


ad 
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George B. Bentz, 


De- 


Callahan, Detroit, Mich., as- 
signor to Briggs Mfg. Co., Detroit, a corporation of Michigan. 


Q] 


WILL-BURT 


Ua a/ 









NEW WILL-BURT No. 30 STOKER 


Streamline Design 
Impro ved Features 


% Hopper capacity has been increased. 
* Burner pot changes give improved performance. 


* Wind Box design facilitates installation; permits 
connecting coal and air tubes outside of heater, and 
presents a neater job when installed. 


* Color is predominately mulberry with a tint of 
bronze making a rich and distinctive-looking job. 


| * Finish is smooth to make it practical as well as im- 
| proved in appearance. 


| All these, together with the quality materials and 
| fine workmanship consistently built into all Will- 
| Burts, make this the outstanding stoker of its classi- 
fication. 

Write for particulars. 


THE WILL-BURT CO. 


Stoker Department 
ORRVILLE, OHIO 


Manufacturer of domestic and commercial sto- 
kers with the Original Automatic Air Control. 
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SCAIFE 
RANGE BOILERS 


& SONS CO. 
(? ©O uN DE D 1 8 0 2) 


General Offices, Laboratory and Works OAKMONT, PA. 
(Pittsburgh District) 


Representatives in Principal Cities 





| 








New Information 


and Aids to Sales 


Specification Drains 


and Items 

A 60-page catalog has been issued by John C. Kupferle 
Foundry Company, St. Louis, Mo., describing among 
other items closet carriers, backwater valves, urinal 
drains, grease traps, cesspools, fire hydrants, and thirty- 
one types of drains. Photos and dimensioned and cross- 
sectional drawings of many of the pieces of equipment 
are shown. List prices, tables of dimensions, an alpha- 
betical index and a numerical index are other features of 
the literature. It is bound in a paper cover. 


Heating, Piping and A. C. 


Engineering Standards 

The third edition of the Heating, Piping and Air Con- 
ditioning Contractors National Association Engineering 
Standards has just been announced by the Association 
located at 1250 Sixth Ave., New York City. The volume 
sells for $5.00. Part I of the book is titled “Figuring 
Radiation,” Part II has to do with the net square feet 
radiation loads in 70 deg. Fahr. recommended for low 
pressure heating boilers. Part III deals with pipe sizes; 
Part IV is listed under the heading “Standard Dimen- 
sions of Valves and Fittings and Materials.” Part V is 
divided into three sections and deals with air condition- 








Ing, 





ASBESTOS INSULATION 


6 WIDE CANVAS 


14 ae lary 
SCREWS WiTH 
WASHERS 


j 
j 
j 7 


METAL | ORNERSA 


for Air-Conditioning 


For the insulation of ducts and all types of air-condition- 
ing equipment, use CAREYCEL sheets and blocks—a 
fireproof, low-cost, high efficiency, asbestos board. Light- 
weight (approx. 1% lbs. per board foot); negligible 
shrinkage; makes neat appearing jobs. Ask your Dis- 
tributor or write for folder and samples. Address Dept. 18. 








THE PHILIP CAREY COMPANY > Lockland, Cincinnati, Ohio 


rcv 


CITIES 
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Hot Water 
Supply 

“My Name’s Hank Hindle, Let’s Have A Talk” is the 
title of a four-page folder which Burnham Boiler Cor- 
poration of Irvington, N. Y., has just issued. Hank 
invites the reader to have a seat; then he explains why 
he believes the manufacturer has an outstanding line of 
hot water supply boilers. He emphasizes his talk with 
illustrations and a concrete example of savings made on 
one installation. The folder is printed in two colors and 
measures 8Y% x 11 in. 


Blow-Off and Drainage 


Catch Basins 

A miniature eight-page folder has been issued by Elk- 
hart Iron Works, Elkhart, Ind. The booklet describes 
blow-off basins, catch basins and sump tanks. 
of sizes, weights, and prices are presented and line draw- 
ings and photographs illustrate the literature. A _ table 
of recommended sizes of blow-off basins is also given. 
The tolder measures approximately 314% by 6 in. 


Tables 


Toilet Seat 


Literature 

A four-page folder has just been issued by Standard 
Tank & Seat Co., Camden, N. J., describing the com- 
pany’s low-priced white seats. Illustrations in the folder 
show the construction of the seat and illustrate the dif- 
ditferent models. A complete 


between two 


ference 
description of the seat is also offered. 





For Top Value, 
You'll Pick the 





Gas Pressure 
3n ¥, 1 REGULATOR 


Wherever Pressure Regulators are thoroughly an- 
alyzed, tested, and compared—Barber ranks with the 
best. Regulator value is not measured by price alone 
—Barber is the most economical quality Regulator 
you can buy. All bronze body—brass working parts. 
Clean cut in appearance—harmonizes with modern 
styling in gas appliances. Sizes 14 to 114 inches, certi- 
fied by A. G. A. Testing Laboratory. For certainty 
of dependable service—insist on genuine Barber 
Regulators. 


Ya", 


, 1%”, 


Made in 4”, %”, 
%” 3°. 1%” 


Write for complete literature, prices and dis- 
counts on the entire line of Conversion Burners, 
Appliance Burners, Controls and Regulators. 


THE BARBER GAS BURNER CO. 
3704 Superior Avenue e Cleveland, Ohio 
The Barber Gas Burner Company of Michigan 
4475 Cass Avenue, Detroit, Michigan 
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You won't be long on the job when you install a 
Mueller Adapto Shower or Mueller Self Cleaning 
Shower Heads. Only the finest first quality ma- 
terials are used and all parts are accurately 
machined and thoroughly inspected at the fac- 
tory to prevent loss of time on the job. 


And don’t be afraid of tough installations because 
Mueller offers many styles and types of Adapto 
Showers to fit practically any existing plumbing 
installation, so all you need to do is select the 
proper type and attach it to the present fittings. 
Better be prepared now and write us for a cir- 
cular showing many types of typical install- 
ations. Your jobber stocks Mueller Adapto Show- 
ers and the new Mueller Self Cleaning Shower 
Head. Order from him today. 


° 
MUELLER LO. 


DECATUR,ILL. 
VITAL SPOT PRODUCTS 
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THE FAUCET 
IS O. K. NOW 


7 FINE! |< 
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WE INSTALLED THIS SINK 
YEARS AGO...LOOKS LIKE NEW 













YES. I'VE KEPT IT SO BY 
USING ONLY OLD DUTCH 
AS YOU RECOMMENDED! 















IT DOESNT 


















SCRATCH 





-— 
7 
Yi | THAT'S | \ 











ANOTHER 
PLEASED 


Be CUSTOMER 
— wh FOR BOTH OF US 


5) 


Test Proves That Old Dutch Doesn't Scratch 
Smooth Surfaces. It’s easy to prove that 
Old Dutch Cleanser doesn’t scratch. Simply 
puta little Old Dutch between two pieces of 
glass and rub them together. You'll neither 
hear nor feel grinding or grating. For Old 
Dutch is free from harsh scratchy grit. Now 
make the same test with ordinary harsh 
gritty cleansers and notice the difference! 


WHY IT HELPS YOUR BUSINESS TO 
RECOMMEND OLD DUTCH CLEANSER 


Your customers depend on you as an au- 
thority for the proper care of bathroom and 
kitchen fixtures. Youcan do them no greater 
service than to give them your best advice on 
cleansers. In justice to them and yourself we 
urge you to make the test described above. 
See with your own eyes, hear with yourown 
ears the proof of the superior safety of Old 
Dutch Cleanser. Recommend Old Dutch, the 
cleanser that protects your good name as it 
does the fine plumbing you install. 




























Water Softeners 


and Clarifier 

A ten-page catalog, including the heavy paper cover, 
has just been issued by Uniflow Mfg. Co., Erie, Penna. 
One of the features of the booklet is a tabular guide to 
the selection of a proper size of the manufacturer’s water 
softeners. Tables of specifications, a capacity table, and 
illustrations are other features of the literature. 


Copper and Brass 
Pipe and Tubing 

A booklet, devoted mainly to the use of copper and 
brass tubing for heating, water supply and underground 
service, has just been issued by Revere Copper & Brass, 
Inc., 230 Park Ave., New York City. A description of 
the company’s products and examples showing its ad- 
vantages are also included. One full-page table presents 
dimensions, weights, and properties of copper water tube. 


| Automatic 





Controls 

The company’s line of automatic controls and a price 
schedule covering the equipment are contained in a 
recently issued 44-page booklet compiled by Penn Elec- 
tric Switch Co., Goshen, Ind. Installation diagrams, 
photographs, tables of specifications are incorporated to 
assist in installing and ordering controls. The booklet 
is printed in two colors and is loose-leaf bound in a 
heavy paper cover. 

















New large size 

port assures4 
QUICK VENT- 
ING of auto- 
matic-fired sys- 
tems operating 
at low pressures, 
and even distri- 
bution of steam 
throughout the 
mains. Non-spit- 
ting. Non-ad- 
justable. Positive 
in operation. 


OF | 
AUTOMATIC 
FIRED 
STEAM OR 
VAPOR — 
SYSTEMS 








HOFFMAN 


QUALITY VALVES 


COST NO MORE! 


HOFFMAN SPECIALTY CO., INC. 


WATERBURY, CONNECTICUT 
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Copper 
Fittings 

Copper solder and flared fittings are described in a six- 
page folder just issued by Keystone Brass Works of Erie. 
Penna. Four and one-half pages are arranged in a 
double column manner with each column presenting, first, 
a line drawing of the fitting, second, its catalog number ; 
next comes a column giving its nominal size and list 
price. The folder is printed in two colors and ts _per- 
forated for easy filing. 


Spray Outfit 
Fittings 

A four-page folder describing high pressure couplings 
and brass fittings for spray outfits has just been issued 
by H. B. Sherman Manufacturing Co., Battle Creek, 
Mich. Each of the listed fittings and couplings are illus- 
trated with a small photographic reproduction. A table 
of coupling sizes and threads is presented as 1s a briet 
description of each item. The folder measures approx1- 


mately 3% by 61% in. 


Stoker 
Broadside 

“Jack and Mary Modern Look Their Cellar in the 
Eye” is the title of a newly issued broadside dealing with 
the stoker manufactured by Motorstoker Div., Hershey 
Machine & Foundry Co., Manheim, Pa. The literature 
presents the salepoints of automatic anthracite heat in 


the form of a dialog between Jack and Mary Modern. 








. 


For SAFETY in the home SHOWER 






SERIES R 
CONCEALED 
FOR BUILT-IN 
SHOWER 


SERIES R 
CONCEALED 
FOR BATH 
SHOWER 


THERMOSTATICALLY 
CONTROLLED 
WATER-MIXING VALVES 


LEONARD VALVES 


MANUFACTURED BY 
LEONARD VALVE CO. 


1360 Elmwood Avenue, Cranston, R. |. 


Leonard products are distributed through recognized plumbing wholesalers. 
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View of Chilled Water and Well 
Water Mains. Sears, Roebuck and 
Company, Memphis, Tenn. 
The Vilter Mfg. Company 
ation Contractors M {; 
and Associates, Wheaton, II ( 
Air Conditioning Engineers. 


Refriger 
liarbuta 
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sulting 


Today ... the choice of insulation for many of the larger air con- 
ditioning jobs is RU-BER-OID—WATSON Woolfelt. 


This R & W Woolfelt is custom-built for air conditioning: 
It prevents heat transmission because it has low conductivity. 


It stops infiltration of warmer outside air because it has high 
density. 

It protects the felt from disintegration because it has a water- 
repellent liner inside. 


These features assure performance! But R & W Woolfelt is custom- 
built for appearance, too. Each section is neat, solid, uniform. Fin- 
ished with metal bands, it looks well on any job. (There's a particu- 
larly attractive pyroxylin figish, if you wish it. It has a glazed 
water-repellent surface—is smooth, easy to keep clean, and good 
looking.) 

Investigate all the merits of R & W Woolfelt. Learn the facts about 
the entire RU-BER-OID—WATSON Insulation Line. It's complete, eth- 
| cient and attractively priced. 

We urge you to send for descriptive literature. With the folders, we 
| will include a pipe covering chart—handy, convenient, invaluable to 
| everyone interested in heating and air conditioning. It is FREE, So 

mail the coupon today. 


RU-BER-OIDS» WATSON 
WOOLFELT 


The RUBEROID Co., Insulation Depariment 
500 Fifth Avenue, New York City DE 6-39 
Please send your handy pipe covering chart, also literature on R & W Woolfelt. 








Name 

Address 

City Siale 
re \ As Ruberoid sells wholesale only, please give jobber's name 
a 
en 


FREE. this handy pipe-covering chart 
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Each important point is illustrated by an exceedingly 
simple line drawing designed to make the operation and 
mechanics of the manufacturer’s stoker understandable. 
The literature is printed in two colors. 


Steam Heating 
System 


Recently issued by Warren Webster & Co., Camden, 
N. J., has been a 24-page catalog devoted to its steam 
heating system, central controls, drip traps, unit heaters, 
steam specialties, and other items. The first three pages 
of the booklet are comprised of a complete description 
of the heating system including controls, radiators, steam 
distribution, and drawings and photographs. Other sec- 
tions contain tables and dimensioned line drawings of 
equipment. This section is also illustrated with photo- 
graphs. 


Flexible 
Metal Tubing 


A new 24 page catalog has been issued by American 
Metal Hose Branch of The American Brass Company, 
Waterbury, Conn., covering the manufacturer’s line of 
seamless flexible tubing. The catalog contains complete 
discussions on the proper use of the product for con- 
veying steam, liquids, gases; controlling vibration, con- 
necting misaligned and moving parts. There are also 
complete engineering data and specifications, with sim- 
ple installation rules. The literature is illustrated with 
75 photographs. 











\\ " Assures Permanent When youcorrect 


your customers’ noisy, 
SATI § FA CTI 0 N chattering faucets with 
“ACME” Faucet Wash- 
ers you are assuring 
= our customers PER- 
ANENT satisfaction. 
For “ACME” Faucet 
Washers have PER- 
MANENT qualities. 
They withstand the 
ravages of both hot 
and cold water. the 
form a perfect seat an 
allow a full waterway. 
Get “ACME’S”’ in the 
handy new ‘‘Master 
Kit’’ shown at left from 
your wholesaler today 
. » « it’s @ real conve- 
nience for you. 





@ Backed by intensive advertising and strong public 
acceptance, Case bathroom fixtures are easier to sell. 


@ Every Case installation means quality fixtures — 
every Case installation means a profit-maker. 





SEE 


Lavelle Rubber Co. | 


| 424 N. WOOD ST., CHICAGO, ILL. | 





Your customers know they cannot get more value 
more satisfaction than when you recommend Case fix- int the = “ACME™. Mandipak 
tures. They look upon Case fixtures as the finest product in any of 8 popular sizen. 
of the plumbing industry. Take advantage of this power- 
ful preference and “‘talk’’ and push Case. Identify your 


. firm with profit-makers. | 











Only DOUBLE 
SEALS HAVE 45° 
plus 90° SEALS 


Hays Double Seals feature a copper 
to copper connection with 2 seats 
on the fitting matching 2 seats or 
flanges on the copper pipe. They tie 
in 100°: with iron pipe to make the 
Hays Copper Plumbing Method per- 
fect for replacements. Over 400styles 
and sizes are listed in the Hays 24- 
page catalog—yours for the asking. 


HAYS MFG. CO., ERIE, PA. 


|= 9.) Gos DO) 88 =) F) Sar) ay Ur 


DISTRIBUTED THROUGH PLUMBING SUPPLY WHOLESALERS 


We will be glad to send you detailed informa- 
tion on all Case fixtures if you will write to 
Department F-69, W. A. Case & Son Manufac- 
turing Company, 33 Main Street, Buffalo, N. Y. 
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Smash— 


(Continued from Page 30) 


stand by and see the public hoodwinked into buying this 
material ? 

“Let us realize this state of affairs and forthwith en- 
deavor to influence others to appreciate the truth that 
‘something for nothing is worth just what you paid for 
ty 

“Are you doing your part to have plumbing ordinances 
amended for the control or destruction of second-hand 
fixtures as a menace to health?” 


Editor's Note: The foregoing was written by B. O. 
Tilden, sanitary engineer, Trenton, New Jersey, and was 
presented to the convention by T. M. Dugan of Mc- 
Keesport, Pa. 





Oil Burner Standards— 


(Continued from Page 50) 
value, better equipment, longer life and a certified instal- 
lation which means fuel economy and lower maintenance 
costs.” 
C. fF. Curtin, Secy., Oil Burner Institute, another 
member of the committee, says: 


sé 


. it is our hope that the minimum standard levels 
now developed will meet wide-spread acceptance for the 
benefit of the consuming public and for greater stability 
within the industry. The remaining work to be done by 
the committee is recommendation of a laboratory or 
laboratories for selection by the industry. This should 
be accomplished within the next 60 days. If these stand- 
ards meet the required acceptance of the industry, the 
National Bureau of Standards will promulgate them as 
Commercial Standards and they can be revised from time 
to time as conditions warrant. 


GREATER STABILITY EXPECTED 


The benefits to be expected from the standards are re- 
viewed in the following comments from T. H. Smoot, 
Anchor Post Fence Co., committee member: 

“It is my belief that the Oil Burner Industry Stand- 
ards, if vested with the authority of a United States 
Commercial Standard, will not only bring this much 











@ Many Master Plumbers —“ 
up profitable business on atrous 
Liquid Soap Dispensers in service 
stations, schools, restaurants, office 
buildings, theaters, hotels, and other 
public places. 
Why not write today for information 
about the various models of Watrous 
Liquid Soap Dispensers and get set to 
get in on this extra money? 
THE IMPERIAL BRASS MFG. CO. 
1231 W. Harrison St., Chicago, Il. 


—— Siguid Sou 
Watrous “77 cusers 








ss 





THEY PAY FOR THEMSELVES IN THE SOAP THEY SAVE 
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BOOSTERS 


1. AUTOMATIC STORAGE 
2. INSTANTANEOUS 
3. LARGE VOLUME 
4. HOUSE HEATING 


| th of Youngstown, 


David B. Conra 
Ohio, says 


. oom 3 2x26 
UJsed your Booster in _ job..-first 


er home...doing sing February 
month’s £25 (53. Most of saat 
= ter going full blast with winco 
a open, drying out plaster. 


t- 
Public likes appearance, — 
onomy --- 
Des, Ae se at is the heater l 
m 


want in my home.’ —_ 
:. §3 for first cu. ft. 
oa 53 pet thousand all over 300. 
tstream Booster is 
= No 39 Catalog. Woul 
like a copy! 






























shown in 
d you 


THE HOTSTREAM HEATER COMPANY 


8007 GRAND AVENUE CLEVELAND, OHIO 





Arm-and-Hammer 















CHAIN TONGS 


Jaws are drop forged from 
special steel, heat treated, 
hardened, tempered and 
tested. Handles forged from 
high carbon steel have both 
stiffness and “spring.” 
Flat Link Chains have proven strength 
—are proof-tested to *%4 catalog 
strength (3,600 to 40,000 lbs.). Design 
improvements: jaws have in- 
creased bearing on bar and 
forged-in chain guides, large 
steel bolts, drop forged alloy 
steel shackle. 
Better PIPE TOOLS—The 
most complete line 
made and each an 
improved tool. 
Solid Dies and Stocks 
Adiustable Dies and 
Stocks 
Receding Threaders 
Hinged Pipe Vises 
Pipe Cutters 
Knife Blade Cutter 
Wheels 
Pipe Wrenches 
Chain Tongs 


ARMSTRONG BROS. 














TOOL Co. 

**The Tool Holder People’’ 
323 Werth Francisce Ave.. 
Eastern Warehouse and Sales: 199 Lafayette St.. New York 


Chicago, U.S.A. 
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y Ate eases | needed regulation into the oil burner industry, but will 

e F TO | P ; F ri e e . ° 
rm Line MEETS EVERY 4 REES | mark the road upon which it will march to greater scien- 
ROOF FLASHING REQUIREMENT! | | tific accomplishment and better commercial stability. The 
| Standards will serve not only as a gauge by which oil 
OUR time and the time of your THE burners are designed, manufactured, tested, installed and 
men is too valuable to waste on SIMPLEX adjusted but will serve also as the measure of value by 
the job. Maintain a stock from this FLASHING which the consumer will buy. The Standards will inevit- 


asamiey ~. | ably serve as a check on the race toward lower pricing 
ypical in quality | . ; yf ‘eae . ee ‘ 
oe a S| and the related sins of omission, and give life to pro- 
tages of the entire | grams of research and development and product improve- 
line Like 3 other - . . e ° 
types the SIMPLEX | Ment. An about-face in this phase of the industry’s 
ie adjustable from . ° , > : ¢ 
flat to 45°. movement is vital to its future growth with respect to 
—'s competitive systems of automatic fuel burning. A com- 
tive circulars today. a ‘ : : : 
petitive industry whose product is created by engineer- 
SIMPLER MFG. COMPANY ing and research must, in order to permanently survive 
Pr  -- and grow, sell its product enough above cost to main- 
tain a program for research into product improvement 


SS and new and better processes. Just as profits constitute 


=== GOOD JUDGMENT | the {cod on which a commercial enterprise lives, research 


and development is the very life-blood of permanent 


IN BETTER LEAD WORK aie, Cain ened se 
— iealth for our industry. 
“2 POINTS TO YAGER’S 


If it’s speed, durable joints and a saving of 
labor and solder you want on lead work, use | 
YAGER’S Soldering Salts. YAGER’S makes | saree ° , . : — , 
solder flow quicker and easier to the point, Che loregoing are benefits that, mM my Opmion, will 


i orkmanlike finish. Fumes, acid | . 00. ¢ : , ; . ; 
# SOLDERIN BE ee Oe in Uy aGeRs | accrue from adoption and enforcement of the Oil Burner 
Soldering Salts is available at your wholesaler » Gate anda ss " ey S . . a 
- i. th eek ae cae, ee ee Industry Standards but were not conside rations prompt 
good judgment be your guide . . . see him | ing the writing of the Standards. The necessity for the 
today or write us. - . . Py 
Standards was very forcefully brought to light by the 
ALEX. R. BENSON CO., Inc., Hudson, N.Y. | fortunate existence of a clearing house where the magi- 
List of distributors in McRae’s Blue Book. Sales - . ; . 2 . sla; . > 
agency for Canada: CANADIAN GENERAL tude and nature of oil burner user complaints could be 
ELECTRIC CO., Toronto, Montreal. measured and analyzed. This clearing house was the 
Federal Housing Administration. The troubles brought 
to light by these complaints, showed the necessity for a 
set of regulations whereby the ultimate user of an oil 
. burner would be better protected and better served. The 
{SFIED aN welfare of the user was the one basic requirement around 
1sSAt i: which the Standards were written. 
“It is my opinion that the immediate results for the 
industry following adoption of the Standards by the 


United States Department of Commerce will be: 


one complete line and be prepared 
to meet EVERY roof flashing require- 
ment! It's a BETTER LINE for BET- 
TER WORK! Each flashing is de- 
signed to FIT with no excess effort or 
lost motions. Ask your wholesaler or 
write direct for descrip- 


———————— 





A TYPE TO MEET | 
EVERY CODE 














— =< 
: — 
|| se fe 
; ~~ _ 
fe, 
| 2 


> YAGERS 


BENEFITS OF ADOPTION 





arE YOU 


@ @ @ with the Oil Burning Air Conditioning 
Furnace you are now handling? If you are, and | 
would be interested in one which has earned a 
reputation both for superior results and more eco- 


RESEARCH INTENSIFIED 





/ 





(1) Intensified research into ways and means of ob- 


nomical operation than any other furnace on the al , ce ; 

aaah caine tite complete Slataatiinn taining high combustion efficiency at smaller oil rates. 
THE (2) A rebirth of local dealer associations upon whom 
| the successful execution of an important part of the 


HERMAN NELSON CORPORATION | Standards Program will evolve. 


Home Offices and Factories—Moline, itl. 





















SPECIFY 
Where everything is planned for your comfort | Cc A D Ww — L L’sS 


and convenience. Completely new — furniture, 


tile baths, inner-spring mattresses, | AT YOUR WHOLESALER 


decorations. Old English Bar and Grill. 


Conveniently located. 
RATES | THE BEST in 


Single $2.50 to $3.50 


Double. csi” | ft HEATING SPECIALTIES 


Special for 2 Rooms and Bath : 
For 3 persons $6.00 For 4 persons $7.00 A complete line of Floor and 


Write for free AAA road map and book- Ceiling Plates, Air Valves and 
let containing hand map of Control and Relief Valves. Write 


downtown Buffalo. 
CLARENCE A. MINER, President us on your letterhead for de- 


140 North St., near Delaware scriptive literature. 


BUFFALO,N.Y. « MM 


No. 45 Unit for 
Hot Water Heating 
Systems. Springless 
relief valve guaran- 
teed to prevent wa- 
ter pressure over 
30 Ibs. 
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(3) A more uniform and stable price for oil burners.” | Jj Fig. 564-A 
rie “ . “ . r . l‘alve and 
The following comment comes from Ray G. Whipple, ppuntic ss 
Harvey-Whipple Inc., another member of the Standards Right Now head rough 
Committee : THIS eds oh 
op . - . plated. 
yf rec dc ‘rcial standard: . 
| — tet a c — ret il stat a : Double Shower Fixture aE 
yy the oil burner industry at the general conference calle¢ fangs capt 
) egiee a S , “ey MEANS BUSINESS TO YOU — 
by the National Bureau of Standards of the United States : eta adi lens 
“a “ . : “ sSunmimer s just anead. ere ii be a 
Department of Commerce marks the beginning ot a new big demand for dependable shower | 
e ° . ° ; ( ili ies , f; ctories, ho ICs, Si ° 
era for all interested in this industry. Much could be icar danteaet: iieaiitiadadn: agihons 
-_-. ’ . ¢ > , °c ¢ . ‘ “+ ano > Swimming pools, ete (‘lose more 
said of the long, labor 10us hours attendant to bringing the sales quicker, with the assurance of 
standards to the final form as adopted at the April 2 complete customer satisfaction, by 
. : P . wn ; featuring the many advantages of 
Washington meeting. Suffice to say the industry has ex- the SHERMAN Double Shower Fis 
. ° ae . x ; ture. Don't delay ... rite today 
pressed a desire to extend to the buying public that serv- ohana 
ice and dependability which it richly deserves.” 
Mu. 8. sHERMAN MFG. CO. 


BATTLE CREEK MICH. 


KAINER 
CIRCULATING 


“SYSTEMS- 


For HOT WATER HEATING 


Above the well known Kainer Governor 
Model B-2, below the Kainer Circulator. 
These major units work coordinately and 
are fully described in special bulletin 
form. Have you your copy? 


| Write for Bulletin No. 66 Today! 














Give Me the Man— 


(Continued from Page 37) 

every mailing brings in at least enough extra business 
to pay the immediate cost of advertising, and it has been 
demonstrated that every new customer soon recommends 
another. The carefulness of the workmen sees to that! 

It might be said that this is a very nice idea, but how 
can the journeymen be forced to observe the dramatic 
service routine? Anziano solves that problem by the 
very simple method of making it worth the journeyman’s 





















while “ obey th one oe a \] His rama — | Sold only thru wholesalers—See your nearest. 

assured of steady jobs without layoffs. Also, there 1s a 

liberal holiday bonus—they got $250 each last Christmas. | KAINER & COMPANY 
. he | 761 Mather St. Chicago 











And now, in addition, Anziano has started a point-system 


contest to last through 1939, with a first prize of a 10-day : , 
i WITH WISE PLUMBERS... 


all-expense trip to Bermuda for two people plus two 
It’s 


weeks vacation with pay—and a second prize of $100 in 


PLUMBERS’ SPECIALTIES 


Because they have proven DE 
PENDABLE in actual use 
over a long period of years, 
HINDLEY'S Plumbers’ Spe 
cialties are the choice of wise 
plumbers everywhere. 

HINDLEY Specialties are con 
structed of better quality ma 
terials, and in the complete 
HINDLEY line, there’s a spe 
clalty for your every need, 
See your wholesaler TODAY, 


















cash and one week vacation. 


POINT SCORING 





The scoring of points is scheduled on three shanas of 
the mechanic’s work: jobs done, customer satisfaction, 
leads for sales. Points are given, depending on the value 
of each individual job, from $4.50 up. The bigger the 
billing, the more points—an incentive for the plumber 
to sell extra services while he ts on the job. 

The card signed by the customer, expressing satisfac- 
tion with the work, is good for an extra 5-point credit. 
When men spend the day on contract work, losing the 





























HINDLEY MFG. CO. 
Valley Falls, RI 





New! TANK LEVER 


= a | a No. 136 























Modernistic—Chromium Plated 


New Construction Features . . . Attractively 
Designed Chromium Plated Handle and Escut- 
cheon. Heavy Wrought Lift Arm may be bent 
for correct adjustment without breaking. Easy 
action . . . will not stick. No set screws... 
simple construction with nothing to get out 





/) tor Strength or Profits! 





Write for folder on floats 

















of order. and rubber tank balls 
THE Order From Your Wholesaler | THE REICHERT FLOAT F 
& MFG. “ pe 


2238 Gmead Ave. 
Toledo, $8 Ohio 





M.S. LITTLE MFG. CO. 


HARTFORD, CONN., U.S.A. 
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opportunity to make these points, they are credited with 
15 points for the day’s work instead. 

Points are given for leads turned in (a minimum of 
10 weekly) and extra points are awarded when a lead 
results in a sale. Oil burners count for 35 points, coal 
boilers for 50 points, a gas unit for 100 points. 

There are penalties, too, for customer complaints, for 
unclean trucks, for leads not bona fide, for material used 
and not listed. The contest is for the journeymen only 
—and the judges who decide all questions are their 
helpers! 

Anziano holds a staff meeting every two weeks to 
keep the plumbers and helpers on their toes, and to talk 
things over generally. He wants to help each man to 
become a better all-round mechanic, with a thorough 
knowledge of customer-psychology and sales techniques. 











FRST OF ALL, A BUSINESSMAN 


“I believe that a contractor ought first of all to be a 
businessman,” says Louis, “and if he is properly man- 
aging his business and going out making sales, he has 
no time to take care of the work himself. If a contractor 


Wy Bh. R a = aa is unable to manage his business, he ought to go to 
: ° work for somebody else. 


“IT say this as the result of my own experience. For 


Triple Wear Wrenches years I tried to do my own work, and I never knew how 


my business stood. I lost plenty of opportunities to 




















The Warnock wrench is easy to adjust. The strap is arranged in such a 


way that it can be drawn absolutely tight in one movement. Notice, = Rae — on _ . — — - on 
Son Chas clas ium toevints Oded ae ea sins of aremaens enuatn. make profitable sales because I was replacing leaky 

For chrome, brass and nickel plated pipe washers, and I passed up chances to talk with customers 
WARNOCK MFG. CO., Worcester, Mass. because I had to go on to the next call. But today, every 








journeyman who works for me is making more money 
than I did—or than he could if he were in ‘business’ 
for himself!” 

With all the:drama, planning and incentive to his 
journeymen, Anziano does not forget that the most im- 


PART of the PICTURE , 
portant thing of all to any customer is still that old word 


When selling a complete new bathroom 
or when remodeling old ones, remember ms . ; . , . 
. SHERWOOD Ball Cocks are a vital — aad i, Service. Every call is handled as promptly as possible: 
part of the picture. Wherever installed 71 it sence, : ole Sa mn : cial s ° A nr 
they add that final touch so necessary abig|es ys A always the same day, usually within an hour or two. The 
to a fully satisfactory bathroom job re +d = yf es i» 2 : entates -«¢ . ; ' . 
Ben't tebe chanson onstall SHER. 5 a customer is_ told immediately about what time the 
WOOD Ball Cocks and take a_ profit. Z = plumber may be expected. If an emergency exists, the 
Order SHER WOODS call is responded to in 5 or 10 minutes. 
The shop man who receives service calls keeps a con- 
stant record of where each truck is. At any minute he 
can reach any truck by telephone, giving new jobs to 


( through your Jobber : vd bi 

+ 6331 E. JEFFERSON, DETROIT 

i the truck nearest to the address. On an emergency call, 
the helper is left to go ahead with the work in hand 


SHERWOOD BRASS WORKS 
| SOLDERING FLUXES 
that NEVER FAIL 


| You'll find Rubyfluid is just the flux to 
use on all Copper fittings. It does a perfect 
job of cleaning and 
the solder flows more 
evenly to every part of the fitting, assuring a 
stronger and neater union—one that will stand 
the ‘‘gaff’’; in other words, there'll be no 
‘‘comeback’’ after the job is done. 


THE RUBY CHEMICAL CO. 
73 McDowell St. Colurmbus, Ohio 




















THEY’RE A VITAL 























ie 







































NEW! DEEP WELL PUMPS 


Unequaled stamina—service—style fea- 
ture these completely new Deep Well 
Pumps. More weight and strength 
than you will ever need. Independent 
discharge chamber. Simple unit con- 
struction. An unmatched value—ca real 
rn sages | for bigger pump sales and 
profits. rite today for full details 
and franchise information. 


He Profits Most Who Sells Running 
Water First! 
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while the mechanic rushes to the new call with the truck. 
The standard equipment of each truck includes all the 
tools and parts that will be required on normal jobs. 
When a service call is received, the type of job is ascer- 


— 
~ ~ 
Sataceta Sela gates Sseyvrerwrerryyy. ere ye) Yes Cees See ee es eee ee 





tained so that any special parts or equipment may be mises 
. . . - ~ > gaa Hise 
taken along. Every morning mechanics are required to | pene 
| . oe 


re-stock their trucks with all the pieces used during the | | sessilis: te ga pices 
previous day, so that supplies will be complete. ee — 


a a a F sce Si haan FIRE HYDRANTS 
Really,” admits Anziano modestly, deserve no WALL HYDRANTS 









special credit for what I have done. Any contractor- anaes YARD HYDRANTS 
dealer, anywhere, can increase his business in the same An eighty year record of STREET WASHERS 
way—simply by modernizing his ways, by giving the iced poticy of selling PLUMBING SPECIALTIES 
type of deluxe service that the public has come to expect | be ll ee SPECIFICATION DRAINS 


Send for specification sheets. 


John C. Kupferle Foundry Co., St. Louis, Mo. 


No. 101 
PLUMBER'S COMBINATION 


, ; : —10-FT. wt 
Mass Production URNS GASOLINE—10-FT. HOSE—GALLON TANK 
(Continued from Page 41) | SWEAT FITT | N G S 0 N c 0 p p F R T T B | N G 


is taken to insure permanently hygienic conditions. Both 
fitness’ ; mee CONVENIENT FOR CLOSE QUARTER 
shower and locker rooms are provided with ventilation. | 
“The exhaust fan that ventilates the showers,” Mr. | EASY TO HOLD — LIGHT TO HANDLE 
LONG BURNING HOURS ON ONE FILLING 


Giese, superintendent of schools in Racine, explained, 
“prevents a great deal of the confusion that was common MIDGET-FLAME BURNER with 
ADJUSTABLE FLAME CONTROL 


in our shower room before this system was used. Instead 
of a screen of steam clouding the aisles, the air is now FROM A SMALL POINTED BLUE FLAME—TE 
; 5° LONG WHEN OPENED WIDE 

clear and permits students to see where they are going. 
In addition this method of ventilation keeps the air rela- CLAYTON & LAMBERT MFG. CO. 
tively dry and prevents the rusting of equipment and the DETROIT MICH. 
rotting of woodwork.” 

This installation has proved so satisfactory that it is | 
planned to remodel two other schodls to provide similar * lf A | ITY 
facilities for showers. On the basis of the experience : tulh she Wad ot eames 
with the present installation several minor changes are a ee or 


over a long period. 


when it spends money, by having the courage and the 
confidence to break away from old habits and to do things 
differently and smartly—and still, quite logically!” 


























planned for the other two schools. For example, the 

installation illustrated on these pages is provided with *f 3 S lf | | 

drains in the center of the aisle. This carries any refuse i delim bavend teens 

which may collect to the center of the aisle where the floats for the purpose, with 
. ‘ ° : / consequent profitable sales op- 

students walk. On the new installations the drains will portunities for its dealers 


e . s . Irder from your whol | 
be located on each side of the aisle rather than in the ig TI] oe 
middle. Also the zoning will be carried a little further ae 


so that as few as four showers can be operated separately AYLING & REICHERT 


from a single control rather than ten which is now the | Co. 
3047 W. ERIE ST 
TOLEDO 0O#wI0 





minimum. This will allow further economy when small 
eroups are to be accommodated. 


Siam, yor Seto 


HOT fire under a dry boiler 

is bad business for you and 
your customer. It pays to eliminate 
the low water hazard with 


MCDONNELL 


Boiler Feeders and 
Low Water Cut-offs 


Ask for sales and installation data 
covering types and sizes for boil- 
ers ~, — make—any size—any 
type of firing—any pressure up to 
180 lbs. ” . 








t 













»REXOII) 


Contec!” UL 


a 
We ow 4° 
“Rome Tyun®® ov 


rings in i... 





Increases Volume... 


Get this Kenefit Now ! 


REIF-REXOIL. Inc. 
Si @-ladell ae iP Buffalo, N. Y. 


otRes6 onvers:ion Burne 
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Leading wholesale 
distributors stock the 


complete Anaconda line 








ts 





EE 


O Anaconda Copper Tubes 
Types K—L—™M 
Solder-type Fittings 
Flared-type Fittings 


Anaconda “85” Red-Brass Pipe 
© Standard & Extra Heavy 


Anaconda Copper Pipe 
Standard & Extra Heavy 





Anaconda "67" Brass Pipe 
C Standard & Extra Heavy 


/ Anabouod 3906 
Anaconda Copper & Pras 


THE AMERICAN BRASS CO. Gen. Offices: Waterbury, Conn. 
in Conada: Anaconda American Brass Lid., New Toronto, Ont 
Subsidiary of Anaconda Copper Mining Co 
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mS URTEOUS SERVIC 
GENUINE HOSPITALITY 

LUXURIOUS SURROUNDINGS 
IN 





PP Fe a Yee ee eee ee 
















OHIO 


SECOND AND pet 
Sitti 


HOTEL oan 


MIAMI ao 


%e You'll appreciate the comfort and 

superior facilities at Dayton's leading A 0 0 MS 
hotel —the smart and colorful Miami, 
first choice of experienced travelers. 
Spacious, tastefully furnished rooms. 
Internationally famous for its excellent 
food. . Popular Crystal Bar. 


V.Cc. MURPHY, MANAGER 










































rOMFORT 
$0 LITTLE | t A RY 
GODT 


The Henry gives you accommodations 
* and facilities to meet your hotel re- 
* quirements completely — yet at a price 
no greater than for ORDINARY ac- 
ie commodations elsewhere. . . Perfectly 
+ located. Surrounded by department 
stores - banks - office buildings. 





visit THE SILVER GRILL 


EW, BEAUTIFUL RESTAURANT 


Be sure to see the nove/ 
DOG HOUSE 


IN THE 


. FORTUNE BAR 











eS FIFTH AVENUE & SMITHFIELD 


PITTSBURGH 





Of (Surse... th 


HOTEL 1 


ELL 
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EO TEE OE CO VA 
G4 CUM EEL LMI ED Hy Yt YE: Ypygly fe \ 
y + 
Ly rf 
Y 7 
-, 400 ROOMS ‘Oso <¥ 
Y , 
UY WITH BATH From ¥ 
Yy Travelers readily agree that the Fontenelle is the Yj 
Wy superior hotel, thoroughly modernized with every ti 
yl facility for luxury, comfort, and convenience. iy 
Z 3 keslaurants 
Z 
Gy 








BLACK MIRROR e COFFEE SHOP 
BOMBAY ROOM 
Air Conditioned For Year ‘Round Comfort. 
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OMAHA'S WELCOME TO THE WORLD 
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address count seven words. 
insertion. 


Chicago, Illinois. 





RATES FOR CLASSIFIED ADVERTISEMENTS 


Eight cents per word, including heading and address. 
Minimum advertisement, $2.00 per 
Cash must accompany order. 
advertisements in this section write to Classified Advertising De- 


partment, DOMESTIC ENGINEERING, 1900 Prairie Avenue, 


For keyed 


For rates on bold face 




















SITUATIONS OPEN 





HIGH-CLASS PLUMBING AND HEAT- 

ing estimator. Must know the busi- 
ness and be a producer. Give experl- 
ence and references in application. 
Apply Post Office Box 953, Dallas, Texas. 


RUBBER 
large 
Hardware, 
ance Dealers for 
available for full or 
men. Address Key 
Mngineering,”’ 1900 

Chicago, Ilinois. 


MANUFACTURER SELLING 
line of staple necessities to 
Plumbing, Household Appli- 
resale has territories 
part time sales- 
613-D, “Domestic 
Prairie Avenue, 


MANUFACTURERS AGENT COVER- 
ing Ohio needs young energetic as- 
essential. 


sistant. Heating experience 
In reply give full details, age, exper!- 
ence, education, ete. Address Kev 
615-D. “Domestic Engineering,” 1900 


Prairie Avenue, Chicago, Illinois 





SITUATIONS WANTED 





Sales Promoter-Goodwill Builder 
One of the most successful Association Execu- 
tives in the plumbing contracting field with 
a wide and favorable acquaintance throughout 
the industry and a background of fifteen years 
successful experience in sales promotion, pub- 
lic relations, advertising and educational work 
desires position with manufacturer or Public 
Utility interested in developing a policy of 
greater cooperation and increased sales of their 
product through the Plumbing and Heating 
Contractors. Address Key 602-D, “DOMESTIC 
ENGINEERING,” 1900 Prairie Avenue, Chi- 


cago, Illincis. 


SALES REPRESENTATIVE WISHES 

connection. 15 vears’ experience sell 
ing to jobbers in New Jersey and New 
York Formerly with Devlin Mfg. Co 
and QGrabler Co. Address Key 606-T) 


Engineering,” 1900 Prairie 


lllineois. 


‘Domestic 
Avenue, Chicago, 





REPRESENTATIVES WANTED 





An Old Well-Known 
Manufacturing Firm 


which recently enlarged its line of cast iron 
and brass plumbing specialties desires commis- 
sion representation by representatives who can 
sccure business from jobbers in Seattle section, 
Los Angeles territory, Texas, El Paso, New 
Mexico, Denver section, Minneapolis and St. 
Paul vicinity. Address Key 612-D, “DO- 
MESTIC ENGINEERING,” 1900 Prairie Ave- 
sue, Chicage, [finois. 

















| 
i 
' 
j 


Representatives Wanted 


calling on Plumbing Wholesalers for finest 
colloidal boiler treatment on the market. This 
is not just another boiler treatment but is tops, 
in use for forty years in largest plants. A good 
Other lines also available. 
“DOMESTIC ENGI- 
New York, N. Y. 


deal for a live wire. 
Address Key 611-D, 
NEERING, 110 East 42nd St., 





LINES WANTED 





MANUFACTURERS’ AGENT SELLING 


jobbers and contractors in eastern 
Ohio and West Virginia wants addi 
tional plumbing and heating lines Ad 


“Domestic KEngineet 
Avenue, Chicago, Illi 


dress Key 607-D, 
ing,’ 1900 Prairie 
nois, 


ATTENTION MANUFACTURERS 
agent covering central western states 
headquartering in St. Louis can handle 


one more volume line, must be complete 
and competitive Prefer steel pipe, 
valves or fittings. Address Kev 608-D. 
“Domestic Engineering,” 1900 Prairie 


Avenue, Chicago, Illinois 


OPERAT 
Virginia, 


AGENT 
section of 


MANUFACTURERS’ 
ing in tidewater 


desires a line of enamelware. range 
boilers, cast iron and steel pipe for sale 
direct to heating and plumbing trade 
Address Key 609-D, “Domestic Engi 


neering,’ 1900 Prairie Avenue, Chicago 


Illinois. 


LINES WANTED-——-MANUFACTURER'’S 

representative with headquarters in 
Philadelphia; covering Washington, 
Marviand, vast Pennsylvania, 


Delaware, 
South Jersey. Has good following with 


1 Jobhers Best references Addres 
Kev §605-D. “Domestic Engineering.” 
1900 Prairie Avenue, Chicago, Illinoi 


MANUFACTURERS 
metropolitan New 
York area additional lines, pref 
eralbls heating specialties plumbers’ 
brass goods or oil burner accessorie 
iddress Key 614 I> “Domestic Envi 
neering,” 1900 Prairie Avenue, Chicago 


Illini 


MKSTARLISHED 
representative in 
soeks 





FOR SALE 





FOR SALE PLUMBING & HEATING 
business in live town in New Mexico 
Own shop building, also residence. Ideal 


‘*TDboorne fi¢ 
enue, (hi 


Address Key 610-D). 
aan Prairte AX 


climate 
Kngeineering.”’ 
cago, tkLlinois 






































MISCELLANEOUS 





PRINTING! NEARGRAVURE! 250 


each letterhe: ads. envelopes, business 
cards, all $3.33 (CE onto so Raised $4.44) 
prepaid. Ww ith abo . tov RKillheads, 
Statements, Ble PF ace 31 00 each res 
sumples Sollidavs, lette rhead peetal 
ists since 1897, Knox, Indiana 


PLUMBERS’ BIN LABELS 








RED. ELLS 


Send for free campiee and prices = plumbers’ 
bin labels, Metal Card Holders, Celluloid Card 
Protectors and Blank Cards. Haddon Bin 
Label Co., Haddon Heights, N. J. No Agents. 





How to 


WIPE 


PERFECT JOINTS 


On Lead Pipe and 
Connections 





A Post Card for Free Instructions 


GEO. E. WILLIAMS 


Sit W. Lake St. Minneapolis, Minn. 


KO Handy-Stick 


The pipe-joint cement in stick form! No messy 
brushes or buck-ts; rub on pipe threads only 
and make up. Carried in pocket or kit, 
Ask your jobber for KO. If 
and 75« 
Chemical 
East Orange, 


always 


ready instantly. 
he cannot supply you, send his name 
dozen sticks. East Orange 

23 Melrose Ave., 


for a 
Products Co., 


New Jersey. ° 
PLUMBERS’ CONTRACT 
blanks (fine fer estimating on small FHA 


Sheets, Letter Heads. 


specialty. 


Time 


Job Tickets, 


plumbers cur 


jcbs), 
ctc., for 
prices and prcmpt 
Write fer 


Reasonable 
attention to inquiries and 


orders. samples. 


LOUIS FINK & SONS co. 


Trades Building, Laurel Springs, N. 





BOOKS 





lot Pl, MBING AND HEAT I (5 
TABL, i > 2! book ntal 
ple i et ‘of VA } L t ‘ na 
ever been pub hed, It ' ‘ 
ind a iratetly practica ' I 
of | mboing ind he ! if 
vhich «¢ Lic 1) I bye iT vyered hy 
i ta ule of hart In wre nidexed 
Ha ' page Size &x1l bound it 
cloth Price postpaid $1.00 


Books Sent Parcel Post Prepaid 


DOMESTIC ENGINEERING CoO. 
1900 PRAIRIE AVENUE, CHICAGO 
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Alberene Stone Corp. of Virginia.. 
American Brass Co., The........... 
American Gas Association......... 
American Radiator & Standard Sani- 
Cary COPROTECION «cccccscesesees 
Anthracite Induetries, Inc......... 
Armstrong Bros. Tool Co...... 


Ayling & Reichert Co........... 


Barber Gas Burner Co., The....... 


. 
a 
4 
— 
_— 
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Bead Chain Manufacturing Co. 
Beaton & Cadwell Mfg. Co., The.. 
Bell & Gossett Co......... 

Benson Co., Inec., Alex. R 


Rethlehem Steel Company........ 


(‘arey Company, The Philip. 
(‘ase & Son Manufacturing Com- 
| a ee er 


(Chicagzo Faucet Co. 


Clayton & Lambert Mfg. Co 

(‘ombustioneer Division, Steel Prod 
ucts Engineering Co., The 

cee GO. tikcben's 


Cudahy Packing Co 


Decatur Pump Co 
Deming Co., The.. 
Detroit Lubricator Company 


Dole Valve Co 


Kawle-Picher Lead Co 


Fisher Brass, Inc 
Ford Motor Companys 


Kretz-Moon Tube (*s 


(jardner-Denver Company 
(;erstein & Cooper Co 
(;oulds Pumps, Ine......... 


(jrabler Manufacturing Company, 
ee 


Grinnell Co., Ine. 


Inside Back © 


Hays Mfg. Co 
Hindley Mfg. Co 


Hoffman Specialty Co., Ine 


Hotel Fontenelle 
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Hotstream Heater Company, The.. 97 


imperial Brass Bite. Co... ...o2 ieee 97 
Jaeger Machine Company, The.... 68 
CO eee ae 88 
ee ee ee be hwo re gg 
Keasbey & Mattison Company..... a7) 
Sn i ie eo ee he 87 
Xe Te er re ee 13 and &6 


Kupferle Foundry Co., John C...... 101 


ON Eh a re ere ee ee 96 
Ba a 9 
Leeese Bere. Cao.. TRO BE. Besccccowes 99 
Malleable Iron Fittings Co........ 69 
McDonald Mig. Co., A. Y....cc.ccee- 100 
at ae a eae 101 
Milwaukee Valve Co............068. 79 
Minneapolis-Honeywell Regulator 
Dn. <évesté cba dcebeous eases 6.5 
Morency-Van Buren Division, Sco- 
vill Manufacturing Co........ S and 9 
I Ni i ice art we he Me ee 93 
mers @ Bre. CO, Fs Bess ccccserses 23 
' 
National Tube Company........... 2% 
Nelson Corporation, The Herman... 98 
Northern Indiana Brass Company. 67 
Nye Tool & Machine Works. Pree 7 
Oatey Co., The L. R...... eh bates RS 
Oster Ste. Co... FRO... ey re Ze 
Penberthy Injector Company. vr. 30 
Penn Electric Switch Co... . 17 
Pennsylvania Range Boiler Co.. 77 
Reichert Float & Mfex. Co ee 99 
Reif-Rexoil, Inc. .. yo 11 
Ridge Tool Co., The 77 
Roots-Connersville Blower Corr... 84) 


es Gata EEGs ec ccna aadbins 95 
oo ae SN ee rr 100 
DPSS COURIERS, BO i se ceeccnctsrecs 68 
Scaife & Sons Co., Wm. B......... 92 
Scovill Manufacturing Co., Moren- 
cy-Van Buren Division ...... S and 9 
Scovill Manufacturing Co., Water- 
See See hi cease anosvinsi Sand 9 
eer eees Mipeus GA, Bes Bec cnscessues on 
Sherwood Brass Works .......... 100 
Simplex Mfg. Company TCC TT ee 98 
Sloan Valve Company.............- 11 
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Standard Tank and Seat Co. 


Steel Products Engineering Co., 
The Combustioneer Division .... 19 


Sterling Engineering Co..... 
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Thrush & Co., H. A..Inside Front Cover 


Toledo Pipe Threading Machine Co., 


ee ee ee ee ee 
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lTnited States Steel Corp..... 


National Tube Company... 


Export Distributors: 


United States Steel Products Co. 9 


Pacific Coast Distributors: 
Columbia Steel Co....... 
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Walworth Company ......... 
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Waterville Division of Scovill 


Manufacturing Co. ....... 


cos SBR 


Watts Regulator Co....... Back Cover 


Webster & Co., 
Wessels & Sons Co.. D. D 
Will-Burt Co., The....... 
Williams & Co., J. H......... 


Worcester Brush & Scraper 


Warren..... 


Youngstown Sheet & Tube Cx 


Zurn Mfg. Company. J. A 





pdéans 106 
ae et 87 

oy] 

soeeer 12 
co Nb 
.. The o7 


14 and 15 











June, 1939 DOMESTIC ENGINEERING 


‘le A 


1 bie terhtarn bonnet 
geibve’s athded strenath 


and sSfartitna lo if al f : 
worth hig. y Proncze 
(lobe Valve ~ 


of” . 
Oy. 


> gp w 
— 


ce : 
fome 


I bie slip ort. slip off 
dise holder of Hal 
worth hig, 9D stmpli 


fiers ‘ hhangonve discs 


Eatnra STRENGTH 
added CONVENIENCE 


WITH WALWORTH Fig. 95 BRONZE VALVE 


One of the more important features which accounts for the wide 
acceptance of the Walworth Figure 95 Bronze Globe Valve is the 
separate bonnet ring used to make the union type joint on the body- 
to-bonnet connection. This ‘Union Bonnet” construction is best in 
the higher pressure bronze valves and was therefore adopted by 
Walworth engineers for the Figure 95 Bronze Globe Valve (rated at 
150 pounds service steam pressure 500 F.). » » » The slip-on, lock-on 
disc holder, deep stuffing box, and forged bronze stem with Acme 
stem threads, combined with the general rugged construction and 
high quality of bronze and finishing, add to the dependability and 
economy of the Walworth Figure 95 Bronze Globe Valve. These 
valves are made in sizes from % to 3-inch, in globe, angle and check 
types. For details see your jobber—or write to any Walworth office. 


FITTINGS 





and TOOLS 


} , « 
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WALWORTH’S 
COMPLETE LINE 


ineludes: 








7 
BRONZE VALVES AND COCKS 


all types and pressures 


* 
IRON BODY VALVES AND 
COCKS 


all types and pressures 


STEEL VALVES 
all types and trimmings. Pres- 
sures: 150—1500 Ibs. Steam. Oil, 
Water & Gas up to 5000 Ibs. 


* 
LUBRICATED PLUG VALVES 


all metals and pressures 


~ 
BRONZE FITTINGS 
screwed and flanged 
* 
CAST IRON FITTINGS 


screwed and flanged 


” 
MALLEABLE IRON FITTINGS 


screwed 


7 
STEEL FITTINGS 


screwed and flanged 


CAST IBON THREADED PIPE 
Hi-Test, C.N.1., Ni-Resist 
* 
SOIL PIPE AND FITTINGS 


* 
DRIVE WELL POINTS 


Foot valves, etc. 


. 

PIPE WRENCHES 
Genuine Stillson, Walco 
Parmelee 
* 

WALSEAL 
bronze valves and fittings 
with Silverbrazed pipe joints 
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This *%4" No. 783 Webster Dirt Strainer has a cast-iron body and a Retforaced, brass basket with 045" dia. holes—225 holes per sq. in. Basket held | Armly 
by heavy ieee plug, easily removable for cleaning. Made in 14", 44”, , 144" and 2” sizes. kor pressures up to 150 Ibs. per. sq. in. Sizes 44" to 1 


have side inlet tappings as illustrated. Other sizes have be FN Ke cae only. Available also with steam brass bodies, plain or nickel plated. 


“~defense against dirt, a 


As long as foreign matter—core sand, scale, rust, screen makes frequent cleaning ileal: 


S-Ni emaag Th mapa Dag mm 
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_ . 


oo 


omgere ee 
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dirt—is introduced into heating systems during 
installation or in operation, adequate protection 
is desirable. Webster Dirt Strainers provide 
this protection and thereby insure trouble-free 


operation and easy maintenance. 


The use of Webster Dirt Strainers is an essential 
element in the success of Webster Systems of 
Steam Heating—Webster Equipment coordin- 
ated for results. Webster Service is available 
through Representatives in 60 principal cities. 


NY" 


Consult your local telephone directory or address: 


WARREN WEBSTER & COMPANY, CAMDEN, N. J. 
, 7 Pioneers of the Vacuum System of Steam Heating:: Est. 1888 
fittings. Ample free area th rough the Representatives in 60 principal cities : : Darling Bros., Ltd., Montreal, Canada 


Webster Dirt Strainers cost little 
more than pockets made of pipe and 


rr 1888) 
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Webster System Radiation is displayed = 
in House No. 18, Town of Tomorrow, 


New York World’s Fair 1939 we <—— 
Stones Heating 








